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PREFACE. 
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lished by the author in Power during 1895 and 1896. The 

^ object of these papers was to put the principles of design 

of slide-valves in a practical form for practical men. This 

M book contains the subject-matter of those papers entirely 

revised and rearranged, with a complete new set of cuts. 



C. W. MacCord Jr, 
Auburn. N. Y., 
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SLIDE-VALVES. 



CHAPTER I. 
GENERAL PRINCIPLES. 



Fig. 1 shows a cylinder which is entirely empty, except 
for the piston shown; the latter being free to slide in the 
cylinder under the influence of any. force. Suppose, for 
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example, that steam were admitted to the space A at the 
left. The natural result would be that the piston would 
move over to the right-hand end, as shown in Fig, 2. Now, 



in order to bring the piston back to the position shown in 
Fig, I, a force must be applied to the right of the piston. 
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Suppose steam were admitted there. This would not suffice 
to move the piston, because the space A is filled with steam 
and the pressures on the two sides of the piston would 
balance each other. It therefore follows that the mere 
admission of steam to the ends of the cylinder in alternation 
is not enough to cause the piston to reciprocate, or move 
backward and forward; but, in addition, some means must be 
provided for emptying or exhausting the steam from the 
cylinder as soon as it has done its work. If this exhausting 
is accomplished, the steam-pressure will then move the piston 
in the desired way. 

In Fig. 3 is represented the simplest contrivance designed 
to regulate the admission and exhaust of steam hota the 



Fig. 3 

cylinder. The space 5 is called the "steam-chest," and is 
in direct communication with the boiler, so that it is at all 
times full of steam at boiler-pressure. The passages P and 
P' lead to the right- and left-hand ends, respectively, of the 
cylinder, and are called "steam-ports " or, more often, 
"ports." The piece F"is the "valve," and it is free to slide 
in a honzontal direction only, or parallel with the " line of 
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Stroke" of the piston. The surface of the main casting in 
which the ports terminate is called the "valve-seat," and 
the lower surface of the valve, which is in contact with the 
seat, IS called the "valve-face." The valve is moved by 
means of the "valve-rod," VR, which passes through a 
"stuffing-box" at the left of the steam-chest; the object of 
the stuffing-box being to prevent the leakage of steam. The 
piston, A, with its "piston-rod," does not require any partic- 
ular description. The passage E in the valve-seat is called 
the "exhaust-port," and it is in direct communication with 
the atmosphere at all times. 

The valve as shown is separated entirely frcm the "valve- 
gear " which operates it. This is done because a clearer 
understanding of the subject can be had by first studying 
thoroughly the movements of the valve and then considering 
the gear required to produce these movements. 

The operation of this valve is as follows: 

In Fig. 3 the valve just covers both ports, and the steam 
cannot reach either end of the cylinder. Then the valve 



moves slightly to the left, assuming the position shown in 
Fig. 4, when the right-hand port is uncovered, and the steam 
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naturally follows the course indicated by the curved arrows, 
thus getting on the right of the piston and forcing it over to 
the left, as shown by the straight arrow. When the piston 
reaches the middle of its stroke the valve is at the extreme 
left of its stroke, or travel, and begins to move in the oppo- 
sition direction; this being shown in Fig. 5. When the 
piston reaches the extreme left-hand position the valve is 
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Fig. 5 



again ** central " or in the middle position, and just covers 
both ports, as shown in Fig. 6. The valve continues to 
move to the right, thus admitting steam to the left-hand end 
of the cylinder, as shown in Fig. 7. At the same time, it 
will be noticed, the cavity E' in the valve is over the right- 
hand steam-port, thus permitting steam to escape from the 
right-hand side of the piston through the exhaust-port E, as 
shown by the arrows. The exhaust-port leads to the atmos- 
phere. The piston now reverses its stroke, and when in the 
middle of its stroke the valve is over at the extreme right- 
hand end of its travel, as shown in Fig. 8. The piston con- 
tinues to move to the right, while the valve reverses and 
moves to the left, and the original condition, shown in 
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Fig- 3. 19 once more attained. The relative movements of 
the piston and valve are then repeated. When the valve is 



again over at the left, as shown in Figs. 4 and 5, the steam 
at the left of the piston is exhausted through P' and E. 



It should be at once apparent that the motion of the valve 
bears a fixed relation to the motion of the piston, and should 
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be derived from it in some way. When the valve is in its 
central position the piston is at either one end or the other of 
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its stroke. That is, the valve is either a half-stroke ahead of 
or behind the piston. 

In every engine the reciprocating or **to-and-fro " motion 
of the piston is converted into a rotary motion of the fly- 
wheel. Fig. 9 shows the simplest possible contrivance for 
eflfecting this conversion ; and at the same time it shows the 
simplest form of apparatus for deriving the motion of the 
valve from the stroke of the piston. The center of the 
crank-shaft, on which the fly-wheel is keyed, is at (9, and the 
crank-pin is at C. The crank itself is omitted for the sake of 
clearness* The piston-rod, R^ terminates in a slotted cross- 
head, in which the crank-pin fits and is free to slide. With 
this gear, as the piston moves to and fro, the crank rotates, 
and the crank-pin slides up and down in the slotted cross-head. 
It will be noticed that when the positions of the piston-rod, 
crank-pin, and shaft are as shown in the figure — that is, when 
their centers are all in the same straight line, — there is no 
rotative effort on the crank-pin, the entire pressure on the 
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piston being expended in an attempt to crush the crank-pin 
or shaft. At the other end of the stroke a similar state of 
affairs occurs. These two points are called the ** dead- 
points " or ** dead-centers." If an engine, when stopped, 
gets on either dead-center, it is necessary to pry it off before 




Fig. 9 



it can be started. When the engine is on the center the 
piston is at the end of its stroke. 

Another pin is secured to the shaft just 90**, or a quarter 
circumference, away from C, as shown at E. If, therefore, 
the valve be driven by Ey it will always be a half-stroke away 
from the piston. The pin ^E is called the ** eccentric-pin," 
or the * - eccentric," and another slotted cross-head is em- 
ployed to communicate the motion of E to the valve-rod, 
VR, through the "rocker," or *' rock-shaft," Z. This 
rocker is pivoted at By which is some point on the frame of 
the engine; and, in the case shown, the arms are equal, so 
that the motion of the valve is the same in amount as if the 
valve-rod were fastened to the end of the eccentric-rod ; but 
it is opposite in direction, or the. rocker reverses the move- 
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ment of the valve. A rocker is not an indispensable adjunct, 
but it is used when the line of travel of the valve is above or 
below the line of stroke of the engine. The type shown in 
the cut is only one of many, some of which will be described 
later, and is taken on account of its simplicity. 

This device answers the two requirements mentioned; 
for the motion of the valve is obviously derived from the 
stroke of the piston, and, as the angle between the crank and 
the eccentric is 90°, it is evident that when the piston is at 
one end of its stroke, as it must be in Fig. 9, the rocker L is 
vertical and the valve is consequently in the middle position. 

The distance OE from the center of the crank-shaft to the 
center of the eccentric-pin is called the ** throw** of the 
eccentric, or simply the ** eccentricity,** and a momentary 
inspection of the figure will show that the travel of the valve 
is equal to twice the eccentricity, or to the diameter of the 
circle in which the eccentric-pin travels. Similarly, the 
length of the crank, OCy is often called the ** throw " of the 
crank, and it is equal to one-half the stroke of the engine. 
It will be noticed that the travel of the valve is much less 
than that of the piston. It is made so in order to decrease 
the power required to move the valve; for the friction 
between the valve and the valve-seat varies directly with the 
distance through which the valve has to be moved. 

This type of valve-gear has two serious drawbacks: The 
steam is not used expansively, and there is no ** compres- 
sion ** or cushioning of the steam at the end of the stroke to 
take up the momentum of the moving parts, to avoid 
** pounding.** Both of these faults are due to the fact that 
steam is admitted to the cylinder from the moment that the 
piston leaves one end of the cylinder until it reaches the other 
end, or, in other words, ** steam follows full stroke,** a fact 
which should be plain from the foregoing text. The exhaust 
is also open during the entire stroke. 

If steam were **cut off** from the cylinder some time 
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before the piston reached the end of its stroke, the expansive 
force of the steam would, in combination with the reduction 
of pressure in front of the piston due to the exhaust, carry 
the piston along to the end of the stroke. There is great 
gain in economy in so using steam expansively, but it lies 
without the province of this work to enter upon its proof. 
Similarly, if the port were closed to exhaust a short time 
before the piston reached the end of its stroke, a certain vol- 
ume of steam would be imprisoned and compressed by the 
advancing piston, thus acting as a cushion to overcome the 
momentum of the moving parts. 

Steam may be cut off from the cylinder at any desired 
point in the stroke of the piston by adding to the outside of 
the valve a piece equal to the distance that the valve has 
moved from its central position when the piston is at that 
point of the stroke. This is shown in Fig. lO, which is a 





Fig. 10 



center-line sketch of the valve-gear shown in Fig. 9, with the 
addition of the valve and ports at the end of the valve-rod. 
Suppose, for example, that it is desired to cut off at three- 
fourths stroke — that is, when the piston has completed three 
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fourths of its travel toward one end of the cylinder the port 
shall be closed to steam. 

First. Find the position of the crank-pin when the piston 
is at the point where cut-off is required. This is done by 
describing, about (9 as a center, a circle with a radius equal 
to the length of the crank; then take J!F equal to ioi AT^ 
and draw a perpendicular to ^ 7" from F until it cuts the 
crank-circle at C, the required crank-pin position ; and OC is 
the ** crank-line,** or line representing the position of the 
center-line of the crank. This is true because, with the 
slotted connection, the horizontal movement of the crank-pin 
is the same as that of the piston. 

Second, Locate the eccentric-pin position corresponding to 
the determined crank-pin position. This is done by drawing 
OE^ the eccentric line, perpendicular to OC^ because the 
angle between the crank and eccentric is 90°, and describing 
a circle about (9 as a center, and with a radius equal to the 
eccentricity. This circle cuts OR at E^ which is the required 
position of the eccentric-pin. 

Third. Locate the position of the end of the eccentric-rod. 
To do this, it is only necessary to drop a perpendicular ED 
from E to the line of stroke. 

Fourth. Draw in the rest of the figure. This is simply 
done by taking the dimensions of the valve-rod, eccentric-rod, 
rocker, etc., from Fig. 9. 

Now, the ** displacement of the valve," or the distance it 
has moved from its central position, is OR or /, and it is evi- 
dent that the valve must move that distance to the right 
before the right-hand port is closed. If a piece of the length 
/ is added to the outside of the valve, as shown by the dotted 
lines, the port will be closed with the gear in the position 
indicated, and the desired result will be obtained for the 
right-hand end of the stroke. 

The angle which the crank-line at any time makes with 
the line of stroke is called the ** crank-angle '* ; and with the 
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slotted connection it is evident that for the same piston 
position on the forward and return strokes the crank-angles 
are equal. Consequently the valve displacements are equal, 
and, taking the case just solved, it is only necessary to 
lengthen the valve on the other end by the amount / in order 
to secure cut-ofE at the same point on the return stroke. 

The end of the cylinder nearest the crank is called the 
*' crank end," the other being called the " head end." The 
stroke in which the piston approaches the crank-shaft is called 
the "forward stroke"; and the stroke in which it recedes 
from the crank-shaft is called the "return stroke." 

The length /which is added is called the "outside lap" 
or " steam-lap," because it is on the outside of the valve and 
controls the admission of live steam. It is defined as the 
amount which the valve projects over the outside edge of the 
steam-port when the valve is in its central position, as shown 
in Fig. II. It is very evident that if the valve originally just 



covered the port when in \ti central position, a piecfi of length 
1 would project just that amount over the edge of the port. 

The compression of steam may be secured by adding a 
length i to the inside of the valve, the value of i being 
determined in the ?ame manner that /was found; that is. by 
making it equal to the distance which the valve would have 
to travel in order to close the port, with the piston in the 
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required position. This addition is called the "inside lap "^ 
or ** exhaust-lap," for obvious reasons. It maybe defined 
as the amount which the valve projects over the inside edge 
of the port, with the valve central, as in Fig. ii. 

The partition which divides the exhaust from the steam- 
port is called the bridge. The inside lap therefore rests on 
the bridge. 

A difficulty due to the introduction of outside lap is at 
once apparent. The admission of steam is made late by just 
the amount /. That is, the valve must move a distance / 
from its middle position before the port is opened to steam, 
or the eccentric must turn through the corresponding angle. 
This may be remedied by changing the angle between the 
crank and eccentric, moving the eccentric ahead — that is, in 
the direction in which the engine is to run — an angle corre- 
sponding to Z: That is, in Fig. lo, through an angle EOP 
making the eccentric position OE*. This will make the 
admission occur sooner, but it will also make the cut-off 
occur earlier, so that the result will be different from the 
three-quarter cut-off desired, as shown in Fig. 12, where £* 
is the eccentric position with the port closed, and OC the 
corresponding crank-position. It is not necessary to show 
how this three-quarter cut-off could be obtained, as the 
general method has been indicated, and this type of gear is 
only useful as a mode of explanation. By increasing the angle 
between the crank and eccentric, the opening of the port to 
exhaust will be made earlier — that is, it will occur before the 
end of the stroke, in the simple valve with outside lap but na 
inside lap; and the compression will occur before the end of 
the return stroke. The inside lap, if added, need be much 
smaller than the outside lap. Early exhaust opening, pro- 
vided it does not occur earlier than seven-eighths stroke, does 
no harm, as it simply serves to reduce the pressure against 
which the piston must work on its return stroke. 

The angle between the crank and the eccentric has now 



GENERAL PRINCIPLES, 



n 



been changed from 90° to COE^ by the advance of the eccen- 
tric, and the amount of the change is called the ** angular 
advance"; and angular advance is therefore defined as the 




Fig. 12 



difference between 90"* and the angle between the crank and 
eccentric. 

The rocker affects very materially the angle between the 
crank and eccentric. With the device shown, the horizontal 
motion of the upper arm is directly opposite to that of the 
lower arm. If, in the simple device shown in Fig. 9, the 
eccentric-rod were fastened direct to the valve-rod, and the 
rocker in consequence eliminated, it would be necessary to 
move the eccentric-pin around to ^', which is 180*^ away from 
Ey in order to secure the same movement of the valve. If, 
with the eccentric in this new position, outside lap were 
added to the valve, it would be necessary to move the eccen- 
tric ahead— in the direction in which the engine is to run — to 
secure the admission of steam at the beginning of the stroke, 
just as before. But in this case it would tend to increase 
the angle between the crank and eccentric, while with the 
rocker it resulted in a decrease of the angle. In the case of 
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direct connection the eccentric precedes the crank, while with 
the reversing roci<er the eccentric follows. The definition of 
angular advance may therefore be stated as follows: 

^^ Angular advance'' is the difference between the angle 
between the crank and eccentric and 90°. 

When the right angle is the greater the angle becomes 
the ** angle of follow," or the eccentric follows the crank. 

When the right angle is the less, the angle becomes the 
** angle of advance," or the eccentric precedes the crank. 

This affords a ready means of determining whether a 
rocker is used. 

With this type of valve-gear the valve displacement for a 
given piston position is found by drawing the perpendicular 
from the eccentric-pin to the line of stroke, as ER^ Fig. 10. 
The displacement from the end of its travel is RS, and from 
the central position is OR. The latter is the one usually 
employed. It must be remembered that, on the contrary, 
**piston displacement" is the amount the piston has moved 
from the beginning of its stroke, and is usually expressed by 
the fraction of the stroke completed. 

It has been pointed out that setting the eccentric ahead 
makes all the events of the stroke earlier. This may be car- 
ried to such an extreme as to reverse the direction of rotation 
of the crank. This may be explained by the use of Fig. 13. 

Let CO be the crank and OE the eccentric, with the 
engine on the head-end dead-center, running in the direction 
shown by the arrow. The relative positions of crank and 
eccentric are taken from Fig. 12. At this stage the valve 
would commence to. move to the left, opening the head-end 
port. But suppose that the eccentric-pin were suddenly 
slipped around to E^, the angle COE^ being equal to COE. 
The valve displacement would remain the same, so that the 
right-hand port would be just covered. But if the engine 
continues to move in the direction of the arrow, the valve 
will rhove to the right, with the eccentric at J?', tlius opening- 
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the right-hand or head-end port to exhaust and the crank-end 
port to steam. The difference between this motion of the 
valve and that obtained with the eccentric at E is shown in 
the figure. The piston is moving toward the left in both 
cases; but with the head-end port exhausting and the crank- 
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Fig. 13 
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end port admitting steam, as shown by the upper valve, there 
soon comes a time when the pressure at the left of the piston 
overcomes the momentum of the moving parts and forces 
the piston to reverse its movement. This carries the crank in 
the opposite direction. The engine will continue to run in 
this reversed direction, as E^ is as much behind the crank in 
the new motion as E was behind the old. 

It will be noticed that in the first case, with the eccentric 
at E, the crank goes above the line of stroke on the forward 
stroke. The engine is said to ''run over." When reversed, 
the crank goes below the line of stroke on the forward stroke, 
and the engine **runs under." 

The results obtained from Fig. 13 may be stated as 
follows : 
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To reverse an enginej it is only necessary to slip the eccen- 
tric-pin around on the shaft until it is on the other side of the 
crank-pin, making the angular distance between the crank 
and eccentric the same that it was at first. 

In this connection it is to be noted that it is not correct 
to slip the eccentric around 180'' on the shaft, until it is 
directly opposite its original position. This condition is 
shown by OE^y and it is at once apparent that that will make 
all the events of the stroke late by the angle E^OE*. Of 
course, if the angle between the crank and eccentric were 
90°, it would be correct to slip it around 180°, and that is 
the only case in which it would be right. 



CHAPTER II. 

CRANKS, CONNECTING-RODS, AND ECCENTRICS. 

The slotted cross-head form of connection is but seldom 
used, on account of certain mechanical difficulties which it is 
unnecessary to describe here. The commonest means of 
converting the reciprocating motion of the piston into the 
rotary motion of the crank is shown in Fig. 14. The piston- 
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rod, B, terminates in the cross head, H, to which it is rigidly 
secured, the cross-head sliding between the guides G G, The 
crank-shaft, 5, carries the crank or pitman, J/, on which is 
the crank-pin, C, The connecting-rod, R^ joins the crank- 
pin with the wrist-pin, Wy of the cross-head, the connecting- 
rod being provided with bearings in which these pins fit, so 
that the rod may alter its position and still keep the distance 
between the pins sensibly constant, provisions being made in 
various ways for taking up the wear. 

Very frequently — in fact always — the eccentricity is less 
than the radius of the crank-shaft. If, therefore, the slotted 
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form of connection to the valve-rod were employed, it would 
be necessary either to place the eccentric-pin at the end of 
the shaft, which is done in some engines, or to reduce the 
diameter of the shaft at the point from which the motion of 
the valve is derived, as shown in Fig. 15. Here the shaft 




Fig. 15 

center is d?, and the crank-shaft is cut away to form the pin 
C on the same principle that center-crank engines are built. 
The eccentricity is OE^ the center of the pin being at E\ 
and motion would be imparted to the valve by a rod attached 
to C To avoid these difficulties, and also to obtain 
adjustability, the connection shown in Fig. 16 is employed. 




Fig. 16 



Here the eccentric-pin is expanded until it surrounds the 
shaft. This is done by taking a disk of greater diameter than 
the shaft, as in Fig. 17, where the center of the disk is E^ and 
boring in it a hole the diameter of which is equal to that of 
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the crank-shaft. The hole and the disk are not concentric, 
the center of the former being at O. The distance OE is the 
eccentricity, or throw of the eccentric. 
The disk may then be keyed to the shaft 
in any desired position, thus obtaining 
the power to adjust the angular advance. 

Returning to Fig. 16, B is the disk, now 
called the eccentric-sheave, and OE is the 
eccentricity. A ring, T, called the eccen- 
tric-strap, surrounds the eccentric-sheave, ^^^' ^"^ 
and is free to turn on it. The strap is secured to the eccen- 
tric-rod, -A^, and the latter communicates the motion of the 
eccentric to the valve, either by a rocker, or by direct attach- 
ment to the valve-rod. The motion of the valve thus secured 
is exactly the same as if the eccentric-rod were attached to an 
eccentric-pin at £, as shown by the center-lines. 

The use of the crank and connecting-rod introduces an 
irregularity due to the ** angularity of the rod.** With the 
slbtted-cross-head form of connection, it will be remembered, 
the displacement pf the piston from the end of its stroke is 
exactly equal to the horizontal displacement of the crank-pin; 
and, therefore, when the crank-pin is in its middle position 
the piston is at the center of its stroke; and this is true on 
both the forward and return strokes. The velocity of the 
crank-pin is assumed to be uniform, and hence the piston 
always takes the same amount of time to complete a half- 
stroke. Both strokes being alike, it follows that for a given 
piston displacement from the end of the stroke, the angle 
made by the crank-line with the line of stroke is the same at 
both ends. This is shown in Fig. 18, in which XZ is the h'ne 
of stroke, AB is the len^^th of the stroke, and the circle whose 
center is (9, and whose diameter MN is equal to AB^ is the 
path of the crank-pin. Now if BP is the piston displacement 
on the forward stroke, the crank-pin position, C, correspond- 
ing to this is found by taking PD equal to BN, and drawing 
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CD perpendicular to th€ line of stroke until it cuts the circle 
at C, Then is CO the crank position, and CON is the crank 
angle corresponding to the given piston displacement on the 
forward stroke. Now let AP\ equal to BP, be the piston 
displacement on the return stroke. Take P'Z^', equal to AM^ 




p' 



p 
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or, which is the same, BN or PD, and locate C by drawing 
jD'C perpendicular to the line of stroke until it cuts the circle 
at C\ Then is C^O the crank position and COM is the 
crank angle corresponding to the given piston displacement. 
As MD' is equal to NDy both being equal to the piston dis- 
placement, the angles f (9 J/ and CON 2s^ equal. 

With the crank and connecting-rod arrangement none of 
these things are true. This is shown in Figs. 19 and 20, which 
are lettered similarly to Fig. 18. The length of the connect- 
ing-rod is BN With the piston in its middle position on the 
forward stroke, as at P, Fig. 19, the crank- pin position is C, 
found by taking P as a center and striking an arc, with the 
length of the rod as a radius, until it cuts the circle at C. 
Then is CO the crank position for mid-stroke, forward, of the 
piston, and CON is the crank angle. During the first half of 
the piston stroke the crank-pin travels from N to C\ and 
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during the last half the crank-pin moves from C to M, With 
a uniform velocity of the crank-pin, which is assumed, the 
piston travels slower during the last half of the forward stroke 




JLiT 



Fig. 19 



than during the first half. On the return stroke, with the 
piston at P, the crank position is C^O, and the crank angle is 
C^OM, which is evidently greater than CON^ It is also 




Fig. 20 



evident that the piston velocity is less during the first half of 
the return stroke than during the last half; for the crank-pin, 
moving at a uniform rate, takes longer to pass over MC^ than 
it does to cover C'N. 
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In Fig. 20 the piston-displacements are the same as in 
Fig. 18, but the crank-pin positions are found by striking 
arcs about P and P^ as centers, the radius in each case being 
the length of the connecting-rod. The crank angles COM 
and CON are evidently unequal, COM being the greater. 

The foregoing may be summed up as follows: 

With the ordinary crank and connecting-rod ^ the crank 
angles corresponding to equal piston displacements on the for- 
ward and return- strokes are unequal^ that on the return stroke 
being the greater. 

With the ordinary crank and connecting-rod^ assuming the 
velocity of the crank-pin to be uniform^ the piston velocity is 
not uniform, being less during the crank- end half of each stroke 
than during the head-end half. 

The variation between the crank angles on the forward and 
return strokes depends on the length of the connecting-rod as 
compared with that of the crank; the longer the connecting- 
rod, the less will be the difference between the crank angles 
for equal piston displacements on the forward and return 
strokes. When the rod is infinitely longer than the crank, 
there is no difference between the angles; and hence the 
slotted-cross-head form of connection is usually referred to as 
the ** infinite connecting-rod." With the ordinary types of 
engines, where the rod is from four to ten times the length 
of the crank, the difference must be considered, and affects 
the amounts of lap required on the ends of the valve to secure 
<;ut-off at the same point in each stroke, making the laps 
unequal. This is because the angle between the crank and 
eccentric is fixed, and the valve displacement varies with the 
crank-angle; hence if the crank-angles are unequal, the valve 
displacements are unequal ; and the lap required to cut off at 
any point in the stroke being equal to the valve displacement 
at that point, it follows that unequal crank-angles require 
unequal laps. 

With the eccentric the case is different, as the eccentricity 
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is SO much less than the length of the eccentric-rod that the 
eflect of angularity may be neglected. This is because the 
eccentricity is much less than the throw of the crank, while 
the eccentric-rod is equal to or longer than the connecting- 
rod; hence the ratio of the eccentric-rod to the eccentricity 
is much greater than the ratio of the connecting-rod to the 
crank. The valve displacement is therefore reckoned as equal 
to the eccentric displacement. 

It is, therefore, necessary to determine the crank positions 
corresponding to the piston positions at which cut-off is 
desired, when designing a valve for any engine; or, when 
studying the action of a valve already in use, to determine the 
piston position corresponding to a given crank position. The 
method of Figs. 19 and 20 may be employed, but it has the 
disadvantage of requiring to be drawn on a large scale, and 
of having the lines intersect at acute angles, making it hard 
to obtain good results. A better method is shown in Fig. 2 1 . 
This method is a modification of the original method of 
M. Marcel Deprez, and the author acknowledges his inciebted- 
ness to the Practical Engineer. 

Lay off the straight line XY of indefinite length, and on 
it take any convenient point, as O, for a center; and about 
O describe a circle with a radius equal to the length of the 
crank. This gives the crank-circle, whosef diameter is MN. 
hdiy off the distance 00\ equal to the square of the crank 
length, divided by four times the length of the rod, or 

where R = length of connecting-rod ; 
C = length of crank. 

About O' as a center, and with a radius equal to the length 
of the crank, describe an auxiliary crank-circle, whose 
diameter is M'N\ The point (?' should always be between 
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the center of the crank-shaft, Oy and the cylinder ; that is, in 
the case shown, the cylinder is at the right. 

Now determine the crank-pin position corresponding to 
the given piston position on the auxiliary crank^circle, as if 
the slotted cross-head were used. For example, if the piston 
is at i stroke, take N' D equal to \ of N'M\ and draw Dc 
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perpendicular to XY until it cuts the auxiliary circle at c. 
Then c is the crank-pin position on the auxiliary circle. 

Next, from Cj draw a line to O. Then the part of this 
line cO included within the crank circle is the crank position 
corresponding to the given piston position ; that is, CO is the 
required crank position. This diagram shows very clearly the 
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difference between the finite and infinite rods. For cO^ is 
the crank position corresponding to the given piston position 
with the infinite rod, and the crank angle cO'N^ is evidently 
different from CON. 

For the return stroke the process is similar. Take M' U 
equal to the given piston displacement. Draw D' c\ per- 
pendicular to the line of stroke until it cuts the auxiliary 
crank-circle at c' . Join c' and (?, and produce Oc' until it 
strikes the crank-circle at C . Then is OC the crank position 
corresponding to the given piston displacement. 

A reversal of this method will give the piston displace- 
ment corresponding to any given crank position. Draw the 
given crank position, and determine its intersection with the 
auxiliary circle, producing the given crank-line, if necessary. 
From this intersection drop a perpendicular upon the line of 
stroke. The distance from the foot of this perpendicular to 
the dead-center of the auxiliary crank-circle gives the piston 
displacement. 

It will be seen at once that the distance 00' varies with 
the ratio of the connecting-rod to the crank, and that the 
difference between the crank angles depends on the length of 

oa. 

To save calculation, Table I has been prepared, which 
gives the values of 00' in terms of the crank length. For 
example, if the stroke length is 36 inches and the connecting- 
rod is 5 feet 3 inches long, the distance 00' is i/j inches, if 
laid out full-size, found as follows: The crank is one half of 
the stroke, or 18 inches, and, the connecting-rod being 5 feet 
3 inches or 63 inches length, the ratio of the connecting-rod 
to the crank is 63 -^ 18 = 3^. From Table I it is found 
that for this ratio the distance OO is equal to the crank 
length divided by 14 or multiplied by .0714. Using the 
latter gives 18 X .0714= 1.2852 inches. From Table II 
it is found that the nearest fraction of an inch to .2852 is 
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.28125, corresponding to ^y of an inch. 00' is therefore 
made i^ inches. 

If the diagram is to be made on any other scale, 00* is 
reduced or enlarged in proportion. At half-size it would be 
.6426 or fj. 



CHAPTER III. 
VALVE DIAGRAMS-GENERAL PRINCIPLES. 

In designing a new valve, or in studying the action of an 
old one, it is necessary to know the valve displacement corre- 
sponding to a given crank position. This may be found by 
making a center-line sketch of the gear employed, but this 
requires too much space, is not sufficiently accurate, and is 
too long and tedious. 

There are various diagrams designed to show at a glance 
the relation between the crank position and the valve dis- 
placement, all having certain good points. The one which 
will be used in this work is that developed by Dr. Gustave 
Zeuner. 

Case L 

That of a simple valve, with neither outside nor inside lap; 
angle between crank and eccentric 90**. Such a valve is 
shown in Figs. 3 to 8. 

Draw the two lines ^Fand FZ, Fig. 22, at right angles, 
intersecting at O. This point O represents the center of the 
crank-shaft, and VZ represents the line of stroke. About 
<9 as a center, and with a radius equal to the length of the 
crank, describe the crank-circle as shown. Take OE on XV 
equal to one-half the eccentricity, and describe the valve-circle 
shown. Locate E' in the same way, and draw the lower 
valve circle. 

Now, having this figure, fAe valve displacement far any 
trank position is equal to that portion of the crank line which 
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is iyicluded in the valve-circle^ For example, when the crank 
is in the position (9i, the valve displacement is (?7. 

This diagram shows the action of the valve to be just as 
described in Chapter I. Suppose the engine to be running^ 




z 



over, as shown by the arrow ; then the action of the valve oa 
the head-end is as follows: With the crank at A^ the crank 
line \s AO^ and the valve displacement is zero, as AO does 
not cut either valve-circle. When the crank moves ahead to 
I, the valve displacement is O7. When the crank reaches 2^ 
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at right angles to line of stroke, the valve is displaced the 
distance Ov, which is the eccentricity, or half travel. While 
the crank travels from A to 2 the port is gradually opening. 
From 2 to R the port gradually closes, until at R it is closed. 
The valve now commences to reverse its direction, as shown 
by the fact that the crank line, as it moves on, cuts the lower 
valve circle. The valve is at the other end of its travel when 
the crank-pin is at 3, as shown by the fact that the valve 
displacement is Os, equal to the eccentricity. When the 
crank reaches OAj the valve is again central. 

With this type of valve the port-opening is equal to the 
valve displacement. Therefore, during the entire forward 
stroke, or while the crank-pin moves from A to Ry the head- 
end port is open to admission, and during the entire return 
stroke, or while the crank-pin goes from C to A^ the head-end 
port is open to exhaust, as shown in the figure. 

The action of the valve on the crank end is directly the 
reverse ; that is, the valve displacement which opens the head- 
end port closes the port at the crank end. The events of the 
strokes are therefore read from opposite valve circles, as 
shown in Fig. 23. With the crank at A^ the valve is central, 
but as it moves on the crank-end port is opened to admit 
steam, by the amount of the valve displacement, until, with 
the crank-pin at 3, the crank-end port is wide open. From 
there on to R^ the port is being closed, until at R^ the valve 
is central. Admission and exhaust are therefore reversed. 

Case II. 

Simple D- valve, with outside lap; angle between crank 
and eccentric 90°. 

The only difference between such a valve as this and that 
of Case I is that the port-opening for admission is not equal 
to the valve displacement, but is less by the amount of outside 
lap, as pointed out in Chapter I. The exhaust remains 
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unchanged. The diagram for this case is shown in Figs. 24 
and 25. 

In order to find the port-opening for a given crank posi- 
tion, it is only necessary to subtract the amount of the lap 




from the valve displacement ; and this can be done by striking 
an arc about C^ as a center and with a radius OL equal to the 
outside lap. This being done, the port-opening is given by 
the following 

Rule : The port-opening for any given crank position is 
equal to that portion of the crank-line which is included 
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between the lap and valve-circles. For example, with the 
crank-pin at 2, Fig. 24, the port-opening is Lv, 

Fig. 24 represents the diagram for the head end. Events 
on the forward stroke are read above the line of stroke; 




events on the return stroke are read below it, the direction of 
rotation of the engine being shown by the arrow. With the 
crank at T there is no displacement of the valve. When it 
gets to Ay the displacement is just equal to the lap, and any- 
further movement of the crank will open the head-end port 
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to steam. Therefore admission begins at A ; and it lasts 
until the port is again closed, which will be when the crank 
is at Cy when the valve displacement is equal to the outside 
lap. This gives the two following rules : 




*^ Admission^* begins when the crank line passes through 
the first intersection of. the valve and outside-lap circles, OA 
passes through Oa, 

^^ Cut-off'* occurs when the crank line passes through the 
second intersection of the valve and lap circles. 



VALVE DIAGRAMS—GENERAL PRINCIPLES. 33 

In Fig. 24 the lap-circle is only drawn above the line of 
stroke. This is because the outside lap does not affect the 
exhaust, and the exhaust and admission are read from opposite 
valve-circles. 

The exhaust opens at Ry and closes at T — that is, it lasts 
during the entire stroke, just as in Case I. 

From £7 to -^ no steam is admitted, and the steam 
admitted up to cut-off expands. 

From T to A the cylinder is empty, and the engine runs 
only by virtue of the momentum of the fly-wheel. 

Fig. 25 shows the diagram for the crank-end of the 
cylinder, the valve being supposed to have the same outside 
lap on both ends. 

Case III. 

Simple D-valve, both outside and inside lap; angle 
between the crank and eccentric 90°. 

This case is shown in Figs. 26 and 27, the former being 
for the head-end, and the latter for the crank-end. The valve 
is supposed to have the same amount of inside lap at both 
ends. The valve travel, crank throw, and outside lap are the 
same as in the preceding problem. 

The inside lap affects only the exhaust ; and as its effect 
is to lessen the amount that the port is open to exhaust by 
the amount of lap, allowances can be made for it by striking 
an arc about (? as a center, and with a radius 01 equal to the 
inside lap, in a manner similar to that employed for the out- 
side lap. This gives as a rule : 

TAe port-opening to exhaust corresponding to any given 
crank position is equal to that portion of the crank-line which 
is included between the valve-circle and inside lap-circle. The 
exhaust-opening and steam-opening are read from different 
valve circles, it must be remembered. 

Fig. 26 is the same as Fig. 24 as far as the facts relating 



34 



[SLIDE-VALVES, 



to admission and cut-off are concerned. The exhaust does 
not open until the valve displacement is equal to the inside 
lap, or until the crank is ^X R. It remains open while the 




cranK passes from R to 7", when the valve displacement is 
again equal to the inside lap. From which these two rules: 

'^ Release y^' or exkaust-openingy occurs when the crank-line 
passes through the first intersection of the valve and inside lap 
circles. OR passes through r. 

** Compression^*^ or exhaust-closure y occurs when the crank 
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line passes through the second intersection of the valve and in- 
side-lap circles. O T passes through t. 

From C to J/ expansion occurs; and a peculiarity of this 
type of valve is that from M to R the steam is compressed. 




This is evident because the piston reverses the direction of 
its motion, and the exhaust does not open until the piston 
has passed over a portion of its return stroke. In the same 
way, compression occurs from T tp N^ and from N to A this 
compressed steam expands. 
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Case IV. 

Simple D-valve, with both inside and outside laps, with 
the angular advance sufficient to open the port to steam at 
the beginning of the stroke. 

The. diagrams for this case are shown in Figs. 28 and 29, 

X 




Fig. 28 



Fig. 28 being for the head-end. These figures, as in the 
previous cases, are lettered alike, the sole difference being that 
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the letters are primed in the crank-end diagram. The nota- 
tion shown and used thus far will be used throughout the 
work. 

In order to make the valve-circle pass through the inter- 
section of the outside lap-circle and the valve-circle, it is 
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necessary to incline the line DD' joining E and -£', as shown 
in the cuts. The angle DOX is equal to the angular advance ; 
and it makes no difference whether the eccentric leads or 
follows the crank — that is, whether the angle between the 
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crank and eccentric is 90° + the angular advance, or 90** — 
the angular advance — the line DD' is always inclined as shown, 
with the upper end, Dy brought over toward the cylinder. 
The angular advance will take care of itself when it comes to 
the valve-setting. Nor does it make any difference whether 
the cylinder is to the right or left of the crank-shaft as it is 
located in the diagram. The diagrams are for the head-end 
and crank-end, which disposes of that question. Neither 
does it make any difference whether the engine runs over or 
under. This is one of the beauties of the diagram — that it 
fits any and all circumstances. 

The dimensions of the valve being taken the same as in 
the preceding case, it will be seen at once that the diagram 
shows the effect of angular advance to be, as stated in 
Chapter I, that of making all the events of the stroke earlier. 

While the crank is traveling from 5 to 4 the valve moves 
in one direction ; and while the crank travels from 4 to 5 the 
motion of the valve is reversed. This will help to explain 
why the facts relating to exhaust and admission are not read 
from the same valve circles. For, referring to Figs. 23 to 
28, it will be seen that when the valve leaves its central 
position and moves to the left, it uncovers the head-end port 
to steam, and continues to leave it open until it is again 
central on its travel to the right. That is, the steam-opening 
is affected by the last half of the left-hand travel of the valve 
and the first half of the right-hand travel. Then, in all the 
valve diagrams, Ov represents the last half of the travel in 
one direction, and vO represents the first half of the travel in 
the other direction. The exhaust on the head-end, Figs. 3 
to 8, is affected in the opposite way, that is, by the first half 
of the left-hand travel and the last half of the right-hand 
travel, and is therefore read from the other valve-circle, where 
Os is travel in one direction, and sO is travel in the other. 
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Case V. 

Simple D-valve, both inside and outside laps, and having 
the angular advance sufficient to open the port before the 
beginning of the stroke. 

This case, which is shown in Figs. 30 and 31, simply 




amounts to moving the eccentric a little farther ahead. 
Admission occurs when the crank is at ^. The amount de^ 
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which the port is opened when the piston begins its stroke, 
IS called the ** steam-lead/* or simply ** lead.** The angle 
ZOA is called the ** angle of lead,'* or *' lead angle.' 




Similarly, fg is the exhaust-lead, and ROM is the exhaust- 
lead angle. 

The ''lead'' angle is the angle between the crank line at 
admission and the line of stroke. ZOA is the lead angle. 

This case is the general one.' The instructions for drawing 
it may be summed up as follows : 
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Draw tfhe two lines XY and VZ at righrt'angles, intersect- 
ing at Oy which represents the center of the crank-shaft, VZ 
representing the line of stroke. About (? as a center, and 
with a radius OM equal to the crank, describe the crank-circle 
whose diameter is MN^ which is equal to the stroke of the 
engine. Lay off the angle XOD equal to the angular advance. 
Draw DOn . Lay off OE equal to half of the eccentricity, 
and with ^5* as a center and a radius OE describe the upper 
valve-circle. Locate E' and describe the lower valve-circle 
in the same way. (It is neither necessary nor advisable to 
use the same scale for the valve and crank-circles. The 
crank-circle is only employed to determine the inclination of 
the crank to the line of stroke, and need be drawn only on a 
small scale.) About (9 as a center, and with a radius OL equal 
to the outside lap, describe the outside lap circle. About O 
as a center, and with a radius 01 equal to the inside lap, 
describe the inside lap circle. 

The diagram is then read in accordance with the rules 
given. 



EFFECT OF CHANGING VARIOUS DIMENSIONS OF THE VALVE, 
AS SHOWN BY THE DIAGRAM, WHEN THERE IS 

ANGULAR ADVANCE. 

Angular Advance. — The effect of changing this is shown 
in Figs. 28 and 30, or 29 and 31. If the angular advance is 
increased, its effect is to make all the events of the stroke 
earlier. If it is decreased, all the events occur mm^x . 
Refer to Table III. 

Valve Travel. — If this is increased, cut-off and compres- 
sion come later and admission and release occur earlier. If 
it is decreased, cut-off and compression occur earlier and 
admission and release come later. Refer to Fig. 32 and 
Table III. 
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Outside Lap. — Increasing this makes admission later and 
cut-off earlier, prolongs the expansion and compression, 
decreases the lead, and leaves the exhaust unchanged. De- 
creasing the outside lap increases the lead, makes cut-off later 




and admission earlier, shortens expansion and compression, 
and does not affect the exhaust. Refer to Fig. 33 and 
Table III. 

Inside Lap, — Increasing this does not affect lead, admission^ 
or cut-off, but it makes release later and compression earlier^ 
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thus prolonging expansion and compression. Decreasing the 
inside lap makes release earlier and compression later, thus 
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shortening both compression and expansion. See Fig. 33 
and Table III. 



CHAPTER IV. 
DIMENSIONS OF PORTS, STEAM-PIPES, AND BRIDGES. 

A STUDY of the valve diagrams will show at once that the 
dimensions of the valve are influenced very strongly by the 
point of cut-ofif. Next in importance to this, as a controlling 
influence, is the width of the steam-port. This latter is not 
assumed arbitrarily, but is calculated with a reasonable degree 
of accuracy. 

When steam passes through an opening at a greater speed 
than 6000 or 8000 feet per minute it is choked, throttled, or 
** wire-drawn '* ; that is, its pressure after passing through the 
opening is less than the pressure urging it through. For this 
reason the steam must not be forced to pass through the 
ports at a greater speed than 6000 feet per minute. Now, in 
order to fill the cylinder up to cut-off with steam at boiler- 
pressure, it is necessary that the volume of steam admitted 
shall be equal to the volume swept through by the piston. 

The volume of the cylinder up to cut-off is of course equal 
to the area of the piston multiplied by the distance through 
which the piston has traveled. If the piston area is one square 
foot, and the travel up to cut-off is 2 feet, then 1X2 = 2 
cubic feet of steam must be admitted while the piston is 
moving through those two feet. The amount of steam to be 
supplied can also be found by multiplying the area of the 
piston in square feet by the piston speed in feet per minute, 
and multiplying this result by the time in minutes that the 
port is open. This may be expressed in a formula as follows : 

C=AXSXT, (i) 
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where C= volume in cubic feet up to cut-off; 
A = piston area in square feet; 
5 = piston speed in feet per minute; 
T = time in minutes that port is open. 

For example, if the piston area is i square foot, the pis- 
ton speed 400 feet per minute, and the port is open -g^ of a 
minute, then 

C = I X 400 X = 2 cubic feet. 

200 

Now, this steam must be admitted through the port, which 
is open for the same length of time. The volume of steam 
thus admitted is equal to the velocity of the steam in feet per 
minute multiplied by the time the port is open, and this 
result then multiplied by the area of the port in square feet. 
Expressed in a formula this is 

C=VXPXT, (2) 

p-z f=>C''^ area /> /ip^e/; 
where C = vplume admitted in cubic feet; 

V •=• velocity of steam in feet per minute; 

7"= time in minutes that port is open. 
For example, if the velocity of the entering steam is 6000 
feet per minute, the port area ^ of a square foot, and the 
port is open ^^^ of a minute, then 

C = 6000 X — X = 2 cubic feet. 

15 200 

The results given by formulas (i) and (2) must be equal, 
of course, so that 

^X 5X 7^= FX /'X r, 

or, as T is on both sides, it may be dropped, giving 

Ay^S^Vy^P. (3) 
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In designing a valve, the area of the piston is known, and 
the velocity of the steam is assumed in accordance with the 
statement made above. The piston speed is found by multi- 
plying the length of the stroke by twice the number of 
revolutions per minute ; because the piston makes two strokes 
for every revolution. That is, 

S = 2NL, (4) 

where N ^ number of revolutions per minute; 
L = length of stroke in feet. 

Now, from formula (3), 

AXS 



P = 



or 



piston area X piston speed 

port area = \ — r- 7—- . 

^ velocity of steam 

This may be expressed in the following: 

Rule. 

To Find the Port Area for a Given Engine : Multiply the 
piston area in square feet by the piston speed in feet per minute^ 
and divide the product by the velocity of the steanty in feet per 
minute. The result will be the area of the port in square feet. 

For example, take an engine 18 X 24 — that is, one in 
which the cylinder is 18 inches in diameter and 24 inches 
stroke, — running at-*^ revolutions per minute, and assume 
the velocity of the steam to be 6000 feet per minute. To find 
the port area required. The piston speed is, according to 
formula (4), 

2 X — X 100 = 400 feet. 
12 ^ 

The 24 is divided by 12 to reduce the stroke to feet. The 
area of an 18-inch circle is 254.47 square inches, from Table V 
at the end of the book, or 254.47 — 144 = 1.766 square feet. 
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Now, applying the rule, 1.766 X 400 = 706.4, and 706.4 -^ 
6000 = .1174 square feet, or 16.91 square inches. 

The work of this is renderecwe xy light by using Table IV, 
which contains the values of 

piston speed 



velocity of steam 

for various velocities of steam, and for piston speeds from 100 
to 1200 feet per minute, advancing by 25. It is only neces- 
sary to multiply the figure given in the table by the piston 
area to get the port area. Take the example just worked. 
Under 6000, in the column headed ** Port Area, Piston Area 
as Unity,*' and opposite 400 feet piston speed, will be found 
.067. Multiplying the area of piston, 254.47 square inches, 
by .067, gives 17.049 square inches. The difference between 
this result and the one obtained by the longer method is very 
slight, only .13 of a square inch, and is due to the use of 
decimals. 

The length of the port should be made, as nearly as possi- 
ble, equal to the diameter of the cylinder, and the width is 
of course found by dividing the area found as above by the 
length. If the length of the port is nine tenths of the 
diameter of the cylinder, the width may be found by multi- 
plying the diameter of the piston by the figure given in 
Table iV. For example, in the engine just considered, if the 
port length is .9 of the cylinder diameter, the port width is 
found by mutiplying 18 (the diameter of the cylinder) by 
.058, which is the figure opposite the piston speed, 400, and 
under ** 6000, Width of Port." This gives 18 X .058 = 
1.024 inches as the width of the port. 

If the velocity of the steam were assumed as 4000, the 
multiplier would be .086. If the velocity were 8000 and the 
piston speed 300, the multiplier would be .033. 

After the steam has been expanded in the cylinder it is at 
a lower pressure than when it was admitted, and will travel 
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at a lower rate of speed. The exhaust-ports should therefore 
be made with a greater area than the steam-ports. In order 
to allow for this it is usual to assume that the velocity at 
entrance is 6000 feet per minute, and at exhaust is 4000 feet 
per minute. These velocities are exceeded in certain cases, 
such as locomotives, and the table has been extended to cover 
these excesses; but throughout this work the figures just 
mentioned will be employed. 

The area of the exhaust-ports may be found by applying 
the rule given, or the table may be employed. 

Of course when the same port is used for admission and 
exhaust, as in the case of the common slide-valve, the port 
width must be made that corresponding to the lower velocity, 
in order that the exhaust may be free and unimpeded. 

The diameter of the steam- and exhaust-pipes for a given 
engine may be determined by the following rule: 

To Find Diameter of Steam- and Exhaust-pipes : Multiply 
the diameter of the piston by the square root of the port 
area; the latter being expressed as a fraction of the piston 
area. 

This rule is obtained as follows: 

The piston area is taken as unity. As explained before, 
the port area is a certain fraction of the piston area. Repre- 
sent this fraction by F, The areas of two circles are to each 
other as the squares of their diameters, so that 

wFw D" \ d\ 

where i = piston area; 

-F= port area, as a fraction of piston area, given in 

column of table headed *' Port Area"; 
D =. diameter of piston; 
d = diameter of pipe. 
This formula gives 

d=DVF. 
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In order to save the trouble of the extraction of the square 
root, a column in Table IV, headed ** Diameter of Steam- 
Pipe,** has been provided, which contains the values of ^ F 
corresponding to different piston speeds. This column is used * 
in the san^e manner as the others. For instance, for the 
engine just discussed, i8 inches diameter and 400 feet piston- 
speed, the steam-pipe diameter is 18 X .258 = 4.82 inches; 
the figure .258 being under ** 6000, Diameter of Steam-Pipe " 
and opposite 400. The exhaust-pipe diameter is found from 
the table by assuming the lower velocity. In this case it 
would be^i8 X .316 = 5.688 inches. 

Suppose an engine designed for a slide-valve having a port 
width E, Fig. 34, equal to that required for free exhaust. 
If the port is opened its full width, the valve assumes the 
position shown in the figure when at the end of its travel. It 
is only necessary, however, to open the steam-port sufficiently 
to allow a free admission ; that is, the valve assumes the posi- 
tion shown in Fig. 35, A being the width required for 
unchoked admission. By designing a valve to open the port 
only the smaller distance, the travel can be decreased by the 
difference between E and A, This will not interfere with a 
free opening for exhaust, as this event is controlled by the 
inner edge of the valve; and the lap there can be so modified 
as to give the desired opening. As shown in Fig. 35, the 
exhaust is fully open. 

When the valve has reached its extreme position, one port 
is open to its greatest extent to admit steam, and the other 
one is opened as fully as possible to exhaust. The amount 
that the port is open to steam in this position is called the 
** maximum port-opening.'* 

The maximum port-opening is made equal to the width of 
port necessary for free admission of steam. 

The maximum opening for exhaust is equal to the width of 
the port. 

When the travel of the valve is so great that the valve 
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assumes the position shown in Fig. 36 when in its extreme 
position, the amount x that it runs over the edge is called the 
overtraveL 





In order to fix these principles, as well as to illustrate the 
use of the tables again, another example will be worked out. 

Given. An engine 20 X 30, running at 150 revolutions. 
Length of ports, 19 inches. 

Required, (i) Width of port. (2) Diameter of steam- 
pipe.* (3) Diameter of exhaust-pipe. (4) Maximum port- 
opening. 

150 X 20 X 2 
Solution, (i) Piston speed = 500 feet per 

\, ^ 

minute. See formula (4). In Table I, under **4000, Area 
of Port** and opposite 500, is .125. The area of a 20-inch 
circle is 314. 16 square inches. 314.16 X .125 = 39.27 square 
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inches. 39-27 -7- 19 ^ 2. 668. Nearest sixteenth, 2^. 
Width of port = 2||. 

{3) In Table I, under " 6000, Diameter of Steam-Pipe " 
and opposite 500, is .288. Then the diameter of steam-pipe 
should be 20 X .288 = 5.76 or 5J inches. 

{3) In Table I, under "4000, Diameter of Steam- Pipe " 



and opposite 500, is .353. Then the diameter of the exhaust- 
pipe should be 20 X .353 = 7.06 or 7^ inches. 

(4) The velocity of the steam at exhaust being 4000, while 
that at exhaust is 6000, it follows that the port need only be 
opened %%%\ of its width to secure free admission. This is 
equal to %. The maximum port-opening is therefore % X 2-J^ 
= 1.79 inches. It is therefore made i|^ inches. 

The same result would be obtained by using the table. 

That part of the cylinder-casting which divides the steam- 
and exhaust-ports is called the " bridge." B, Fig. 36, is the 
width of the bridge. This width must be sufficient so that if 
the valve has overtravel — that is, if the end of the valve runs 
beyond the edge of the port, as shown in the figure — the 
steam- and exhaust-ports will not be in communication. If 
the greatest opening of the port does not exceed the width 
of the port, it is sufficient to make the bridge width equal to 
the thickness of the cylinder-casting, which makes it compara- 
tively easy to obtain a good casting; but if the valve has 
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overtravel greater than the thickness of the cylinder-walls, it 
is necessary to increase the thickness of the bridge; which 
may be summed up in the following rule: 

The Width of the Bridge is made equal to the thickness of 
the cylinder-wail when the valve has either no overtravel or 
an overtravel less than the thickness of the cylinder-walls. 
When the overtravel exceeds this amount, the bridge thick- 
ness is found by adding \ inch to the port-opening and sub- 
tracting the width of the port from the sum. The remainder 
is the thickness of the bridge. 

Fig. 36 shows the valve in its extreme left-hand position. 
The exhaust is then passing through the port P and the open- 
ing O. These two openings must be equal in order that the 
exhaust shall not be cramped; for it was determined that the 
width P is necessary for free exhaust from the cylinder, and 
the same width is evidently necessary at the exhaust, in 
order not to increase the velocity of steam at exhaust to such 
an extent as to increase the back pressure. The valve shown 
in the figure has no inside lap; and as the valve has moved a 
distance E, equal to one half the valve travel from its middle 
position, the distance Z>, which is the width of the exhaust- 
port, must be equal to £ -f" O — B\ but O is equal to P, so 
that 

If the valve has inside lap, the width of the exhaust-port 
must be increased by the amount of the inside lap. 

To Determine the Width of the Exhaust-port : i . When 
the valve has no inside lap, add together the width of tlie 
steam-port and one half the valve travel. From the sum sub- 
tract the width of the bridge. The remainder is the width of 
the exhaust-port, D =^ E '\- P ^ B, 

2, When the valve has inside lap, add together the width of 
the steam-port and the eccentricity or half -travel of the valve. 
From the sum thus obtained subtract the width of the bridge. 
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and to the remainder add the amount of the inside lap. The 
sum is the width of the exhaust-port, D-=.E-\'P— B — I, 

3. When the inside lap is negative — that is^ when the valve 
allows the port to be open to exhaust when the valve is in its 
middle position — add together the half-travel or eccentricity avd 
the width of the steam-port. Then add together the ajnount of 
the negative lap or inside clearance and the thickness of the 
bridge. Subtract this latter sum froin the firsts and the re- 
mainder is the width of the exhaust-port. D^=- E-\- P— B — /. 



CHAPTER V. 

VALVE DIAGRAMS— GENERAL PROBLEMS OF DESIGN. 

There are several different problems which may present 
themselves for solution, circumstances beyond the designer's 
control having fixed certain dimensions. But the following 
problems will cover the probable cases very completely. 

Problem I. 

Given. Eccentricity, point of cut-off, angle of advance, 
and point of compression. 

Required. Lap, exhaust-lap, lead, exhaust-lead, and 
greatest possible openings of port to both admission and 
exhaust. 

Solution. The solution of this problem is shown in Fig. 
37. Draw XY and VZ at right angles, intersecting at O. 
'Dvdiw DOD\ making the angle Z^OJT equal to the given angle 
of advance. Find CO, the crank position corresponding to 
the given point of cut-off by either of the two methods pre- 
viously described. It is best to make the determinations of 
crank positions on a separate sheet, and transfer them to the 
sheet on which the solution is being made. Then lay off ov 
equal to the eccentricity or half-travel. Find Ey the middle 
point of oVy and about £ as a center, and with a radius equal 
to EOy describe the upper valve circle. In a similar way find 
E^ and draw the lower valve circle. 

Now the upper valve circle intersects oc at c. Then, 
according to Chapter III, oc must be the outside lap. Then 
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draw in the lap circle about O as a center and with a radius 
equal to oc. This will cut VZ at rf, and the distance de from 
d to ^, the intersection cf the valve circle with VZ, is the 
lead. The lap circle cuts the valve circle at a, and therefore 




OA, drawn through the point a is the crank-position at 
admission. The angle ZOA is the lead angle. 

Now draw in OT, the crank-position corresponding to 
the given point of compression. This intersects the lower 
valve circle at ty and Ot is therefore the amount of the inside 
lap. The inside lap-circle is then drawn in about (9 as a 
center and with Ot as a radius. Its intersection with the 
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valve-circle at r determines ORy the crank-line at release. 
The exhaust lead is fg^ and the exhaust lead angle is VOR. 

Problem 1 1. 

Given. The lap, point of cut-off, and lead. 
Required. The valve travel and angle of advance. 
Solution. Fig. 38 shows one solution of this problem. 
The lines ^Fand FZare drawn at right angles, intersecting 




at O. The crank-position at cut-off is OC^ as given. Then 
the lap-circle is drawn in about d? as a center and with a 
radius equal to the given lap. Its intersection c with OC is 
a point through which the valve-circle must pass. O is 
another point on the valve-circle. Another point is ^, found 
by laying off de equal to the given lead. These three points 
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serve to determine the center of the valve-circle, as follows : 
Find m, the middle point of OC^ and draw my perpendicular 
to Oc. Find «, the middle point of Oe, and draw nx perpen- 
dicular to Oe, Then nx and my intersect at E^ which is the 
center required. Then draw in the valve-circle about £ as a 
center and with EO as a radius. Draw DEO, and its intersec- 
tion V with the valve-circle determines Ovy which is the 
eccentricity. The valve-travel is twice the eccentricity. 

Another solution is shown in Fig. 39. Having found the 
points ^ and ^, draw ^z/ perpendicular to VZ^ Draw ^z/ per- 
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pendicular to OC^ intersecting ev in v. Then draw DvO. 
Then \svO equal to the valve travel. If the middle point, 
E^ of vO is located, and a circle of radius EO drawn about E 
as a center, it will pass through c and e as well as £7, showing 
the construction to be correct. 
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Problem III, 

Given. Cut-ofif, angle of lead, width of port, and over- 
travel. 




Fig. 40 



Required. Eccentricity, lap, lead, and angle of advance. 
Solution. Draw XY and VZ, Fig. 40, at right angles to 
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each other. Draw OA, the crank position corresponding to 
the given lead angle; that is, make ZOA equal to the given 
angle. Draw OC, the crank-line at cut-oflf, as given. Now, 
the center of the valve-circle must lie somewhere on the line 
bisecting the angle formed by these two crank-lines. There- 
fore draw DOD\ bisecting the angle COA^ and the angle 
XOD is the angular advance. 

Take any convenient radius, as E'O^ and describe a trial 
valve-circle, intersecting OD at v. Then Oc' is the corre- 
sponding lap, and by drawing in this /r/^/ lap-circle it will be 
found that the greatest possible opening of the port is ZV, 
with this lap and valve-travel. The greatest possible opening 
of the port is evidently equal to the width of the port plus 
the overtravel, and as both of these are given in the problem, 
the maximum port-opening is known. It is hardly probable, 
though possible, that the distance ZV will equal the given 
amount on the first trial. That being the case, proceed by 
drawing vg in any convenient direction, and take v'x equal 
to the required greatest port-opening — that is, equal to the 
width of the port plus the overtravel. Then join L' and x^ 
and fronri O draw Og parallel to Lxy until it cuts v'g in g. 
Then is v'g equal to the required eccentricity. Next lay off 
Ov on OD^ equal to v'g. Bisect Ov in Z", and about Z as a 
center and with a radius OE draw in the valve-circle which 
will cut OC at Cy thus determining the lap, Oc\ and by draw- 
ing the lap-circle the lead de is determined. 

The maximum port-opening with this travel and lap is 
evidently vL\ and if the construction is accurate, vL will be 
found to be equal to v'x. 

Problem IV. 

Given. Point of cut-oflf, lead, and greatest possible port- 
opening. 

Required. Lap, valve-travel, and angle of advance. 
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Solution. This is shown in Fig. 41. Draw JTF and VZ 
at right angles, intersecting at O. Draw OCy the crank-line 
at cut-off, as given. Then produce OC to w, making Om 
equal to the given lead. This should be drawn on a large 
scale, as the lead is usually small, seldom exceeding ^ of an 




inch. A scale of from two to four times full size should be 
employed. 

Next take ms on ntC, equal to the given maximum port- 
opening. Through s draw nst parallel to the line of stroke 
VZy making st equal to sm as shown by the arc mt. Then 
join O and /, and on Ot take Ok equal to Om as shown by the 
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arc mk. Next about (9 as a center, and with a radius equal to 
On, describe an indefinite arc. Through A draw^A parallel 
to VZ, Then^A will cut the arc just drawn in ^. The arc 
cuts Ot in ky and this arc kn is next picked up in the compass 
and laid off from g to D', Then draw D'O and produce it 
indefinitely, as to D. Then is the center of the valve circle 
on D'OD^ and DOX is the angle of advance. 

The problem now reduces to: 

Given. Cutroff, lead, angle of advance, and greatest port- 
opening. 

Required. Eccentricity. 

This is the same as Problem III, and the solution is made 
in accordance with the directions given for that. The draw- 
ing. Fig. 41, covers this solution, and is lettered the same as 
Fig. 40 to enable the construction to be followed throughout, 
if desired. 

The proof of these solutions is in one or two cases rather 
mathematical, and is therefore omitted, as it is entirely un- 
necessary to understand this proof in using the diagrams. 

In order to fix these principles, it is not sufficient to rest 
content with merely reading the foregoing text, but it is 
necessary to solve numerous examples under each problem. 

Other problems will probably suggest themselves to the 
mind, but they can either be reduced to the preceding ones, 
or can be solved by the application of the general principles 
of the diagram as outlined in Chapter III. 



CHAPTER VL 
ROCKERS AND BELL-CRANKS. 

It has been said that the motion of the eccentric is very 
often imparted to the valve through a rocker which joins the 
end of the eccentric- rod to the end of the valve-stem. 
This is a necessary appliance when the path of the valve 
is not in the same straight line, that is, when the line of 
valve-travel is parallel to the line of stroke, but is above or 
below it, or on one side of it. 

Figs. 42 and 43 show two forms of this rocker, the prin- 
cipal difference between them being that with the plain 
rocker, Fig. 42, where the pivot is at the bottom, the eccen- 
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trie-rod at the top, and the valve-stem attached somewhere 

between, the valve motion is the same in direction as that of 

the eccentric, and therefore the eccentric precedes the cranky 
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as shown in the drawing; while with the bell-crank shown in 
FJg« 43 » with the pivot at the angle, the motion of the valve 
is opposite in direction to that of the eccentric, and therefore 
the eccentric follows the crank. In both cases the amount of 
motion of the valve depends upon the relative lengths of the 
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rocker-arms to which the valve-stem and eccentric-rods are 
attached. 

The method of laying out these rockers will be understood 
by reference to the figures, which are lettered alike, as the 
same method is pursued in both cases. 

Let VZ be the line of stroke, and O the center of the 
shaft. Then take (9 as a center, and with a radius OE equal 
to the eccentricity describe the eccentric-circle, as shown. 
Let the direction of rotation be as represented by the arrow. 
Then draw mn at the proper distance from VZ and parallel to 
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it, to represent the line of travel of the valve-stem, and let X 
be the position of the end of the valve-stem when the valve 
is in its middle position. Lay off XL and XL\ each equal to 
the outside lap of the valve. Then take L and V as centers, 
and with radii equal to the length of the longer arm of the 
rocker describe the two arcs vz and xy, intersecting at R, 
Then is R the pivot of the rock-shaft. Then take 7? as a 
center, and a radius equal to the other arm of the rocker, and 
draw the arc st^ making it of indefinite length. From O draw 
(9 F tangent to the arc st^ determining the point of tangency, 
F, by drawing 7? F perpendicular to OYy the point of intersec- 
tion being the required point. Next, from (9, draw OE 
perpendicular to OY, Then OE represents the eccentric, and 
by joining E and Fthe length £F is determined, which is 
the length of the eccentric-rod. 

Peculiarities of the design may make it an object to make 
the eccentric-rod of a certain length. This may be done by 
shifting the pivot of the rocker until the desired length is 
obtained. If the distance through which the pivot is to be so 
moved is short, proceed as follows: 

Through F draw a line YG parallel to the line of stroke 
VZ. With £ as a center, and with a radius Ea equal to the 
given length of the eccentric rod, describe an arc aby intersect- 
ing YG in H, Then move the whole arrangement through 
the distance YH, changing the length of the valve-stem by 
that amount. The same construction would hold good if the 
rod were to be shortened instead of lengthened. 

With this construction the action of the valve is not made 
irregular at either admission or cut-off. The angle between 
the crank and eccentric is changed, but this is a matter which 
affects the valve-setting alone. The amount of the change 
may be found by laying off ZOC equal to the angle of advance 
as found by the valve diagram, and then OC represents the 
position of the crank with the valve in its middle position, and 
COE is the angle between the crank and eccentric. 
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Sometimes the valve-face is not parallel to the line of 
stroke. This is a combination seldom met, as the lack of 
parallelism renders it a difficult matter to face ofif the valve- 
seat and bore the cylinder. Therefore an extended descrip- 
tion of this type will be omitted. There is one special case^ 
however, which it is well to bear in mind, and that is when the 
center line of the valve-stem is inclined to the line of stroke 
in such a manner that it would, if produced, pass through the 
center of the shaft. This changes the angle of advance by 
just the angle between the two lines — the line of stroke and 
the center line of the valve-stem. If the change is but slight, 
it may be neglected. In any case, it is a matter which affects 
the valve-setting alone. 

In both Figs. 42 and 43 the rocker-arms are unequal, the 
shorter arm being f of the larger one, the resultant travel of 
the valve being the same as if the eccentricity were f of OE^ 
In designing and laying out the valve, it is treated as if it 
were actuated by the larger eccentric. That is to say, no 
allowance is made in construction until it comes time to lay 
out the eccentric, when that is made with, in this case, f of 
the throw which would be given it if it were either connected 
direct or with an equal-armed rocker. 

The valve diagrams given in Chapters III and V show that 
if the cut-off is equalized on the two ends — that is, if made 
to occur at the same point on each stroke — by making the out- 
side laps unequal, the leads will be unequal ; and if the leads 
are kept equal, the cut-offs will be unequal. It is possible, 
however, by the use of a bell-crank designed in a certain way^ 
to equalize the cut-ofTs and have the leads equal or nearly so* 
This bell-crank is designed as follows: Determine the outside 
lap, angle of advance, and eccentricity necessary to secure 
the required cut-ofif and lead on one end of the valve. It 
makes no difference which end of the cylinder is selected, as 
the difference between the laps would be compensated for by 
the difference between the resulting bell-cranks. Then pro- 
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ceed to construct the diagram shown in Fig. 44, which should 
be drawn on as large a scale as possible in order to render the 
work accurate. 

Draw VZ to represent the line of stroke, and let O be the 
center of the crank-shaft. About d? as a center, and with 
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a radius equal to the length of the crank, describe the 
crank-circle. Then describe the eccentric-circle about (? as a 
center and with a radius Oc equal to the eccentricity. Next 
find the crank positions corresponding to the given point of 
cut-ofif on the forward and return strokes respectively. These 
are OC and OC, and may be found by either of the two 
methods given in Chapter 11. The first method is the one 
adopted here, because the method of Deprez, requiring the 
use of the auxiliary crank-circle, would complicate the draw- 
ing too much at the right-hand end. Next draw in OA and 
OA'y the crank-positions at admission on the forward and 
return strokes respectively. These positions are determined 
by taking the crank-position for admission from the end of 
the cylinder for which the lap, etc., were determined, and 
making the other lead angle the same. For instance, if OA 
was found, then the angle ZOA' is made equal to VOA. The 
next step is to locate the eccentric-positions corresponding to 
these four crank-positions. This is done by laying off from 
each crank-position the angle between the crank and eccentric. 
That is, COcy COcfAOa^ and A'Oa[ are each equal to the 
angle between the crank and eccentric. 

Now, it must be remembered that when admission takes 
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place, the valve is just opening the port; and when cut-off 
occurs, the valve is just closing the port. Consequently the 
valve is in the same position at admission and cut-off, but the 
motions are in opposite directions. That is to say, with the 
eccentric-rod end at either ^ or ^ the valve must be in the 
same position. Then with a and c as centers, and with radii 
equal to the length of the eccentric-rod, describe arcs inter- 
secting at 5. Then take the same radius, and with a' and 
c' as centers describe two more arcs which intersect at t. 
Join s and ^, and find the middle point x. At x draw xR, 
perpendicular to ts. Then if a line be drawn perpendicular 
to the line of stroke, as, for example, RTy it will determine 
the angle jr^T" between the two arms of the bell-crank. The 
lengths of these two arms must be such as to give the required 
movement of the valve, and are determined as follows. 

On xR lay off xm equal to xSy and from m draw the line 
mn perpendicular to the line of travel of the valve-stem, and 
make mn equal to the lap of the valve. Draw jtrT" from x 
through n until it meets the line of travel of the valve-stem 
at T\ and from T draw 77?, also perpendicular to the line of 
valve-stem travel until it meets xR at R. Then will 77? and 
7?;r be the lengths required for the two arms of the bell- 
cranks, while 7? will be the point of suspension. The valve- 
stem is fastened to T, and the eccentric-rod to x. The 
general appearance is shown by the heavy lines. 

In a similar manner the exhaust and compression can be 
equalized, obtaining points similar to t and s] and if these 
points should happen to lie in such positions that an arc pass- 
ing through them would also pass through s and /, it would 
be possible to design a bell-crank which would equalize all the 
events of the stroke. As an ordinary thing this coincidence 
is impossible, so it may be taken as an accepted fact that with 
a plain D valve it is impossible to equalize all the events of 
the stroke. This is one of the greatest drawbacks to this type 
of valve. 



CHAPTER VIL 
DESIGN OF A PLAIN D-VALVE. 

If the preceding chapters have been thoroughly mastered, 
the student is in possession of sufficient information to design 
a plain slide-valve. In order to fix clearly the various steps 
and their order, a numerical example will be worked out 
completely. 

Let the engine be 24 X 24, running at 135 revolutions per 
minute. Cut-off to be at f stroke, compression at -^ stroke, 
and the lead i of an inch. The connecting-rod is five times 
the length of the crank. Length of port 22 inches. 

ORDER IN WHICH THE VARIOUS DIMENSIONS ARE TO BE 

DETERMINED. 

135 X 24 X 2 

1. PisUn Speed. — This is = 540 feet per 

minute. 

2. Area 0/ Steam-port. — This is determined by reference 
to Table III, assuming that the velocity of steam at exhaust 
is 4000 feet per minute. Under ** 4000, Area of Port *' and 
opposite 550, which is the nt^frest to the given piston speed, 
IS .138. The piston being 24 inches in diameter, its area is 
452.39 square inches, and the port area is therefore 

452.39 X .138 = 62.430 square inches. 

3. Width of Steam-port, — ^This is the area just found 
divided by the length given, or 

62.430 -h 22 = 2.837 inches. 
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The nearest sixteenth is 2^|, from Table II, which is there- 
fore the width required. 

4. Maximum Port-opening. — This will be the amount 
which would allow the entering steam to have a velocity of 
6000 feet per minute. It may be found by taking the num- 
ber from Table IV, multiplying it by the piston area, and 
then dividing it by the port length ; but it is easier to multiply 
the result given in (3) by f , as 4000 is f of 6000. This gives 

2.837 X 1= 1. 891 inches, 

and, from Table II, the maximum port-opening is made ij 
inches. 

5. Outside Lap, Angle of Advance, Valve-TraveL — These 
must be such as to produce the required point of cut-off with 
the given amount of lead, and the port-opening found in (4). 
This amounts to an example in Problem IV, given in 
Chapter V. 

First determine the crank-position corresponding to the 
given point of cut-off on either end — the head-end, for 
example. This is done, as shown in Fig. 45, by the method 
given in Chapter II. For this purpose a sheet of paper is 
required which will allow the drawing to be made on a large 
enough scale to measure accurately. The crank circle being 
24 inches in diameter, a sheet of paper fourteen inches square 
will be large enough for a half-size drawing. Then draw the 
two lines JTF and VZ 2X right angles, locating (9, which will 
represent the center of the shaft. Then locate 0\ the 
center of the auxiliary crank-circle. The connecting-rod 
being five times as long as the crank, 00' will be -^ of the 
crank, as shown in Table I. That is, OO' will be 

12 3 

— = - = .6 of an inch, 
20 5 

and on the half-size drawing it will be .3 of an inch. Then 
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draw in the two circles shown, the dotted circle being the 
auxiliary crank-circle. Lay off vn equal to f of vz^ as the 
cut-off is to be at f stroke. Draw nc perpendicular to vz^ 
cutting the auxiliary circle at r, and join O and c^ producing 




it until it meets the crank circle at C. Then OC is the crank 
position at cut-off on the head end. (Refer to Chapter II 
for a complete explanation of this method.) 

Now, having located the crank-position at cut-off, take 
another sheet of paper, and proceed as in Problem IV. 
Draw XY and VZ at right angles, Fig. 46. Their intersec- 
tion represents the center of the shaft. Draw OC, the crank- 
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position at cut-off, as found in Fig. i. Produce OC to niy 
making Om equal to the given lead, \ of an inch. This 
drawing should be made at least twice full size, in which case 
a sheet of paper 12 inches square will be large enough. Next, 
on tnC take nts equal to if inches, the given maximum port- 
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opening. Through s draw nst parallel to the line of stroke 
VZ, making st equal to sm ox \\ inches, as shown by the arc 
mt. Then join O and t, and on Ot take Oh equal to Om or 
\ inch, as shown by the arc mh. Then about (9 as a center, 
and with a radius equal to Ouy describe an indefinite arc. 
Through h draw gh parallel to VZ, Then gh will cut the 
indefinite arc just drawn in g. The arc cuts Ot in k. Then 
pick up the arc kn in the compass or dividers, and lay it off 
from g \.o D' \ that is, kn equals ^Z>'. Then join D' and O, 
and produce D'O to any point, as D, Then is DOD' the 
center line of the valve circles, and DOX is the angle of 
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advance. Now take any convenient radius, as E'O^ and 
describe the trial valve-circle, intersecting OD at 1/ . Then 
Oc' is the corresponding lap, and by drawing in this trial lap- 
circle it will be found that the greatest possible port-opening 
is ZV with this lap and valve-travel. If this is not equal to 
\\ inches, the given amount — and it probably will not be, — 
draw v'y in any convenient direction, and take v'x equal to i^ 
inches, the required maximum port-opening. Then join L' 
and X, and from O draw Oy parallel to L'x, until it cuts v'y 
in y. Then is v'y the required eccentricity. Lay off Ov 
equal to v'y^ and draw in the valve-circle with this diameter, 
which will be found to be 2\ inches. This valve-circle will 
cut OCy the crank-position at cut-off, at c^ and Oc, which is 
i^ inches, is the outside lap on the head-end. The lead is 
de^ and it will be found to measure \ of an inch. 

6. Inside Lap, Head-End. — This could be found on the 
same sheet, but by this time that drawing has become too 
complicated and full of lines to permit of any close determina- 
tions. Take another sheet of paper, and proceed to draw the 
full diagram for the head-end, as shown in Fig. 47. This 
drawing may be made on a smaller scale than the preceding 
one, if desired, but it is not desirable to make it any less than 
actual size. Lay off the things already determined on this 
sheet — that is, draw XY, FZ, DOD\ OC, the upper valve- 
circle whose center is E, and the outside lap-circle. Now 
turn back to Fig. 45, and locate thereon the crank-position 
OT, the crank-position corresponding to the given point of 
compression on the head end. (Compression occurs on the 
return stroke, and the crank is therefore below the line of 
stroke when it occurs.) Transfer (92" to Fig. 47, where it -will 
intersect the lower lap circle at /, thus determining Oty the 
inside lap on the head end, which will be found to measure ^ 
an inch. Release and admission will take place, as shown, at 
the crank-positions OA and OR. 

7. Inside and Outside Laps on Crank- End, — These can 
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found very readily on the last drawing, but for purposes of 
explanation they are determined separately in Fig. 48, which 
is an exact reproduction of Fig. 47 as far as the angle of 
advance and the valve-circles are concerned. Then pass back 
to Fig. 45 and determine OC^ and 0T\ the crank-positions 
corresponding to cut-off and compression on the crank-end. 
Then transfer them to Fig. 48, and thus determine Oc\ the 
outside lap, to be \^ inch, and Of, the inside lap, which is ^ 
of an inch. 

Of course in making these determinations, all the crank- 
positions required will be first located on Fig. 45 and marked 
for identification, and then transferred to Figs. 46 and 47 as 
needed. Fig. 48 will be dispensed with. 

8. Minimum Width of Bridge. — In this case the valve has 
no overtravel, and the bridge width should be made equal to 
the thickness of the cylinder-walls, which are assumed in this 
case to be one inch. 

9. Width of > Exhaust-port. — ^This is determined by the 
method given in the preceding chapter. There are three 
different rules given there, and in addition to that there is a 
difference between the two ends of the valve, thus giving rise 
to the question as to which is the proper one to be used. 
Always employ the one which gives the greatest result, thus 
being sure that the port is plenty wide enough. In this case 
the third rule is the one to be taken, giving 

Half-travel + port width — bridge + inside lap = exhaust-port width. 

The results obtained on the preceding text may be col- 
lected as follows: 

Eccentricity • 2f 

Valve travel (= 2 X eccentricity) 5f 

Head end, outside lap i^ 

* * inside lap ^ 
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Crank»-end, outside lap i^' 

* * inside lap f 

Exhaust-port width 5^ 

The next thing in order is 

TO LAY OUT THE VALVE. 

This is a comparatively simple matter, but one in which 
many beginners go astray, owing to the fact that the valve is 
not the same on both ends, and consequently cannot be laid 
out very well from a center line. 

Draw the line VZ, Fig. 49, to represent the valve-seat 




Then start to lay out the valve from either end — the crank 
end being taken in this case. Start at any point, as A^ and 
lay out the valve as follows: 



Make AB = 


outside lap, crank-end 


= Iy\ inches. 


BC = 


width of port 


-2fV " 


CE = 


** ** bridge 


— I " 


EF = 


** ** exhaust 


-5A " 


FH^ 


** ** bridge 


1 ** 


HI=i 


** '' port 


-2A " 


// = 


outside lap, head-end 


= ItV " 



.-^-A 
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Then draw in the section of the ports as shown, making 
the thickness of the seat one inch, the same as the cylinder- 
walls and bridge. Next, 

Make CD = inside lap, crank end = f inch. 
HG = inside lap, head end = i ** 

Then draw in the valve proper, making it thick enough to 
withstand the pressure to which it is subjected. The height 
of the cavity in the valve need not be very great, the general 
proportions shown in the cut being very good. 

Laying out the valve-seat first and the valve afterwards 
avoids confusion. 



CHAPTER VIII. 

LENGTH OF VALVE-CHEST. VALVE-STEM, AND ECCEN- 
TRIC-ROD. 

In addition to the dimensions of the valve and seat as 
determined in the preceding chapter, there are three more to 
be found. These are: 

1. The length of the valve-chest. 

2. The length of the valve-stem. 

3. The length of the eccentric-rod. 

These will be considered in the order given, 

LENGTH OF VALVE-CHEST. 

This must be at least long enough to allow the full 
travel of the valve. Tjiat is, it must permit the valve to go 
to the two extremes of its travel as shown in Figs. 50 and 5 i. 




The minimum length of the chest may then be measured 
directly from the drawing, which represents the valve in its 
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middle position, as in Fig. 49, by laying off the half-travel at 
each end of the valve, and measuring between the marks 
thus obtained. Or if it is desired to obtain the length of 




valve-chest necessary without drawing the figure, it can be 
done by applying the following rule: 

Add together the outside laps at the two ends of the valve y 
twice the width of the steam-port y twice the thickness of the 
bridge, the width of the exhaust-port and the valve-travel. 
This gives the minimum inside length of the steam-chesty and it 
should be increased by at least one inch. ^ 



LENGTH OF VALVE- STEM. 

One of the most common methods of connecting the valve 
and valve-rod or stem is shown in Fig. 52. This consists of 
a collar which fits closely around the valve, and may or may 
not be otherwise secured to it. The collar is tapped at B^ and 
the valve-stem screwed in. The length of the valve-rod, FT?, 
is measured from the inside of the collar to the point at 
which the stem is secured to the eccentric-rod, or, if a rocker 
is employed, to that. The length of the valve-stem must be 
sufficient to permit its reaching from the valve when in its 
extreme position, as shown in Fig. 51, to the point where 
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it joins either the eccentric-rod or the rocker-arm. This 
gives a direct means of obtaining the proper length from the 
drawing. The valve shown in the drawing has overtravel. 

LENGTH OF THE ECCENTRIC-ROD. 

Figs. 42, 43, and 44 in the sixth chapter show the 
determination of this length when a rocker or bell-crank is 
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employed. When neither is used, the length of the eccentric- 
rod may be found by this rule : 

Find the distance from the center of tJte exhaust-port to the 
center of the shaft. This may be done from the draiving^. 
From that distance subtract the distance from the center of tke 
exhaust 'port to the end of the valve-stem, when the valve is in 
its middle position. The remainder is the required length of 
the eccentric-rod. 

This is not strictly true, but it is near enough, the differ- 
ence between the length thus obtained and the correct length 
being negligible, as will be apparent from Fig. 53. C? is the 
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center of the shaft, P is the center of the exhaust-port, and 
PV is the length of the valve-stem. The length given by the 
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rule is OV^ whereas the correct length would be EP, But, 
for example, suppose OE were 3 inches and OF were 5 feet 
or 60 inches. Then 



EV^ V6o"+3' 



= 1/3600 + 9 

= 1^3609 

= 60.07 inches. 

The correct length is 60.07 inches, then, against 60 
obtained by the rule. 

The rules for the lengths of valve-stem and eccentric-rod- 
are given in such a way as to permit either one to be assumed 
and the other one found. The location of the point of sus- 
pension of a rocker, if one is employed, usually determines 
both of these lengths. 



CHAPTER IX. 
DESIGN OF AN ALLEN OR "TRICK" VALVE. 

The difficulty with the ordinary slide-valve is that it can- 
not be used for early cut-offs, on account of the large outside 
laps and travel required to produce the desired result. This 
renders the friction of the valve a very considerable item, 
and it is unusual to find a plain slide-valve used to secure cut- 
offs much earlier than five-eighths of the stroke, three-quarters 
being usually the limit for which they are employed. 

There are, however, several valves constructed on the 
same general principle, which permit an early cut-off to be 
attained with moderate lap and travel. Prominent among 
these is the Allen, or ** Trick," valve, shown in Figs. 54, 55, 
and 56, which is so constructed as to give double the amount 
of port-opening as a plain slide with the same amount of 
travel, or the same port-opening with one half the travel. 
This advantage is secured by means of the passage X in the 
valve. This passage is used for admission only. 

While this valve is designed to take the place of a slide- 
valve, it cannot be used on the same seat, but requires the 
face-plate shown between the slide-valve seat and the face of 
the Allen valve. Its operation will be best understood by 
reference to the figures. 

The figures show the valve in its progress from one 
extreme of its travel to the other, and the arrows show the 
course of the steam. Fig. 54 represents the extreme left- 
hand position. Fig. 55 shows the middle position, and in Fig. 

56 is shown the extreme right-hand position. With the 
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valve out at the left the piston is over toward the right, and 
steam must be admitted to the right-hand end of the cylinder 
through the port P. This is open by the amount BE, 
Fig, 54, and the steam enters through that space just as it 



would with an ordinary D-valve. But, in addition, the other 
end of the valve has moved beyond the edge of the face-plate, 
putting the passage X in communication with the steam-chest, 
through the opening CD', and steam is therefore admitted to 
the right-hand end of the cylinder through CD, The total 
opening of the port is therefore the combined amount of CD 
and BE. If CD and BE are equal, the total port -opening is 
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2BE\ and as BE is the amount that the port would be open 
with a plain slide-valve, it is evident that the Allen valve 
secures double the port-opening with the same travel. The 
action at the other end of the valve is the same. 

Another point which must be borne in mind in regard to 
this valve is that it cannot be used to advantage when the^ 
cut-off is much later than one-half stroke. 

In order to bring out clearly one or two points, an actual 
valve will be designed. 

Problem. To lay out an Allen valve and seat for a 
12 X 24 engine, running at 150 revolutions per minute, con- 
necting-rod four times the crank, cut-off on both ends at 10 
inches, compression at 22 inches, lead on head-end ^ inch- 
Ports to be II inches long. 



ORDER IN WHICH THE DIMENSIONS ARE DETERMINED.^ 



I. Piston speed. — This is, by the rule given before, 



24 
2 X 150 X — = 600 feet per minute. 

12 



2. Area of Port. — From Table IV this is found to be 
.15 of the area of the piston, if the velocity of steam at 
exhaust is 4000 feet per minute. The area of the 12-inch, 
piston is 113. 10 inches, so that the port area must be 

113. ID X .15 = 16.95 inches. 

3. Width of Port. — This is the area divided by the length,. 

16.95 -5- II = 1.54 inches, 
or from Table II, i^^ inches. 
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4. Maximum Port-Opening, — The velocity of steam at 
admission being assumed at 6000, the port-opening required is 

4000 

g^ X I A = liz inches, 

and therefore, according to Table II, it is made i.}^ inches. 

5. Outside Lap y Angle of Advance ^ and Valve-TraveL — This 
means the outside lap, angle of advance, and valve-travel 
necessary to give the required point of cut-off on the head- 
end for an ordinary D-valve, but with one-half the given port- 
opening. The Allen valve will double this half, giving the 
required amount. 

First determine the crank-position corresponding to cut- 
off on the head-end. This operation has been fully explained 
in previous chapters, and will not be touched on again. 

Having located this crank-position, the example then 
becomes a case of Problem IV, Chapter V. The diagram is 
given in Fig. 57, and the dimensions determined therefrom 
are : 

Valve travel 4^ inches. 

Eccentricity (= half-travel) 2\ 

Outside lap, head-end if 



( ( 
( ( 



6. Inside Lap^ Head-End. — This is determined from the 
diagram. Fig. 58, where T is the crank-position with the 
piston at 22 inches. The inside lap is, as explained in 
Chapter III, that part of the crank-position included between 
the valve-circle and the point O of the diagram. The inside 
lap and outside lap are read from different valve-circles. It 
will be noticed that the line (9 7" does not cut the lower valve- 
circle below the line of stroke, but above it. The inside lap 
is therefore negative; that is, the valve has inside clearance. 
While this is a possible construction, it is not at all desirable, 
as there would evidently be a time in the stroke when the two 
ends of the cylinder would be in direct communication with 
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each other and with the exhaust. This will be plain on refer- 
ence to Fig. 55, where the dotted lines ;r;r' show the construc- 
tion of a valve with inside clearance at both ends. If only one 
end has this negative inside lap, the blow-through of steam 
would not be in evidence with the valve in its middle posi- 
tion, but will appear later, unless the other end has a con- 




Fig. 57 



siderable amount of inside lap, at least equal to the inside 
clearance of the first end. 

The inside lap on the head-end will therefore be made zero. 

7. Inside and Outside Laps, Crank-End, — These are found 
from the diagram, in the manner already explained. The 
outside lap is Oc\ Fig. 58, which is i^ inches. The inside 
lap is again negative, as shown by OT' cutting the upper 
valve-circle below the line of stroke. The inside lap will 
therefore be made zero. 
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For the rest of the dimensions the description will refer to 
the valve in its middle position, as in Fig. 55. 

8. The Distances DE and D' E' , — These are equal and may- 
be assumed, and in this case will be made ^ inch. 

9. Width of Party MN andM'N\ — These being the open- 




ings in the cylinder-face, they are made equal to the port 
width determined, or ly®^ inches each. 

10. Width of Passage in Valve ^ or CD and CD', — These 
are each made equal to one-half the port-opening. The port- 
opening being \-^, the half is<*^, and CD and CD' will be 
made the next larger sixteenth, or -^^^ 

These last three are all the dimensions that are the same 
on both ends of the valve. 

1 1. BE is made equal to the outside lap on the head-end^ 
assuming the cylinder to be at the right. BE = if inches. 
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12. B'E' is made equal to the outside lap on the crank- 
end, or \^^ inches. 

13. AC, This is equal to the outside lap, head-end, i| 
inches. 

14. A'C • This is equal to the outside lap on the crank- 
end, i^^ inches. 

15. BC, This is made equal to the outside lap, head-end 
— one-half the port-opening — DE. This gives if — ^^ — \ 
= \-^ inches. 

16. B'C , This is made equal to the outside lap, crank 
end — one-half the port-opening — D'E' , This gives i^^^j^ — ^^ 
— ^ = ^ inches. 

No allowance is made for the difference between the port- 
openings at the two ends of the cylinder, because the crank- 
end opening, as shown by the diagram, is greater than that 
of the head-end. Therefore, if the dimensions be made large 
enough to permit the required opening on the head-end, the 
crank-end opening will be ample with the same allowance. 

The next thing is to describe the method of 

LAYING OUT THE FALSE SEAT AA' . 

17. Thickness, — This may be made anything desirable. 

18. AE. This is made equal to the outside lap, head-end 
-f- one half the port-opening -|- DE\ or, in this case, if -j- ^^ 
-|- -J- = 2^^ inches. 

19. A'E' , This is calculated in a similar manner: Out- 
side lap, crank-end + one half of the port-opening + D' E\ 
which gives i^^ -[- ^^ -j- J = 2 inches. 

20. EH, This made equal to the total port-opening -f- 
BC, or I jig- + ly^ = 2^ inches. 

21. E'H' . In a similar way this is made equal to the 
total port-opening -f- B'C , which gives \^ + f = iH* 

22. Width of Bridge, — This is made equal to the half- 
travel — {EH ox E'H[) — inside lap -|- J inch, for a 'minimum. 
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EH or E'H' is used, according to which gives the greater 
value. The inside lap to be used is determined in the same 
way. E'H' is the value for this case, and the inside lap is 
zero at both ends, so that the rule gives 2\ — \\\ -|- J = || 
inches. This is the minimum thickness of the bridge, and if 
it is any greater than the thickness of the rest of the casting, 
the bridge must be thickened to the required amount. If not, 
the bridge may be hiade of the same thickness as the rest of 
the cylinder-casting. This will be done in this case, and the 
bridges HL and H'L' will each be made one inch. 

23. Width of Exhaust-port, — This is made at least equal 
to the half-travel + width of steam port — bridge + inside 
lap; and the width will then be, in this case, at least 2\ -\- i^ 
— I -|- o = 2^^; and it may be anything greater. 

All the dimensions of the valve, valve-seat, and false seat 
are now determined, and the valve may be laid out in its 
middle position, as shown in Fig. 55, beginning at either end. 



CHAPTER X. 
DESIGN OF A DOUBLE-PORTED VALVE. 

The valve shown in Figs. 59-63, known as the ** double- 
ported " valve, is another type of valve used to replace a 
D valve when it is desired to secure an early cut-off; and it 
does this in the same general manner as the Allen valve, by 
securing the same port-opening as a D-valve with one-half the 
travel, or double the opening with the same travel. This 
enables the same point of cut-oflF to be secured with a smaller 
amount of outside lap. The lap and travel being reduced, it 
follows that the friction of the valve is lessened. From Figs. 
60 and 61 it will be seen that the steam enters the cylinder 
beneath the outer edges of the valve, and that the action of 
the outer shell is therefore similar to that of a plain D-valve. 
In addition to this means of admission, passages 5 and S' are 
provided which run all the way through the valve, and arc 
therefore open to live steam from the steam-chest at all times. 
These passages have ports in the bottom, as shown at GH 
and G'H', There are corresponding ports IL and I'U in the 
valve-seat, and steam is thus admitted through these secondary 
ports as shown by the arrows in Figs. 60 and 61. If the 
valve as rhown in Fig. 60 is in its extreme left-hand position, 
the port opening to steam is the sum of G'H' and A'C\ 
The opening A'C is that which would be obtained by a plain 
D-valve, and therefore, if the valve is so constructed that 
A'C and G'H' are equal, the total port-opening is double that 
which would be obtained by a plain slide-valve. 

The exhaust passes through the passage X^ as shown by 
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the arrows; and this passage gives the valve a certain simi- 
larity to the Allen valve; but here the similarity ends, for it 
will be remembered that with the Allen valve the passage is 
used for the admission alone, while here it is only for the 
exhaust. 

The action of this valve is therefore the same as would be 
obtained by two slide-valves, one within the other. The 
difference in construction is that the exhaust-passage, X'\ of 
the inner valve is thrown open to the exhaust- passage, X^ of 
the outer valve. It will be noticed that 5 and S' are used 
for admission only. They are not of the same size through- 
out, but are greater at the sides, where they open to the 
steam-chest, as shown clearly in Fig. 63, in which the left half 
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of the figure shows a transverse section through the middle of 
the valve, and the right-hand half is a section through the 
center of the passage S. This figure also shows the general 
shape of the passage Xy which is divided into two parts by the 
central web. Fig. 62 shows a section through the center of 
the valve. Figs. 59, 60, and 61 being some distance to one 
side. 

This type of valve is more often applied to vertical engines 
than to any others, and is designed to give equal cut-offs, for 
the following reasons. With equal cut-offs secured by equal 
laps the leads are unequal, and the greatest lead is at the 
crank-end of the cylinder, as shown by the diagrams in 
Chapter III. The crank-end of the cylinder being the lower 
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end, the extra amount of lead is useful in cushioning the 
piston and piston-rod, etc., which must, from the nature of 
the construction, have a greater force on the down than on the 
up stroke. Another reason, or, rather, one in the same line, 
for not designing the valve to have equal feads, is that that 
would give a longer cut-off on the crank-end, which is the end 
where the weight of the moving parts tends to increase their 
motion rather than retard it. 

This valve, unlike the Allen, cannot be used on the same 
valve-seat as a plain D valve by the interposition of a false 
seat, buc requires the valve-seat to be laid out with reference 
to the double-ported valve. It is therefore impossible to take 
off a D- valve Jrom an engine and put a double-ported valve 
in place. 

To show the process of designing a valve, an actual case 
will be worked out. 

Problem. 

Given. A cylinder 27 X 24 inches; ports 24 inches long; 
revolutions per minute, 140; width of bridge, if inches; 
inside lap, both ends, o; cut-off, both ends, f stroke; con- 
necting-rod, 72 inches; velocity of admission, 6000 feet per 
minute; velocity of exhaust, 4000 feet per minute; lead^ 
head end, -^ inch. 

Required. Outside lap, both ends ; travel of valve ; lead, 
crank-end; maximum port-opening, both ends; and to lay 
out the valve in its middle position as shown in Fig. 59. 



ORDER IN WHICH THE DIMENSIONS ARE DETERMINED. 



I. Piston speed. — This is 

24 

140 X 2 X — = 560 feet per minute. 
1 2 
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2. Area of Steam-Port. — The nearest piston speed, to the 
given 560, in Table IV is 550, and the port area is given as 
.138 times the piston area for a velocity of 4CXX) feet per 
minute. The piston area from Table V is 572.56 square 
inches, so that the port area is 

572.56 X .138 = 79-OI- 

3. Width of Steam-Port. — The ports being 24 inches long, 
the width must be 

79.01 -^24= 3.3. 

This is, however, the total width of port at one end of the 
cylinder, and will be taken as 3 J inches. There are two ports 
at each end of the cylinder, so that the width of each one is 
made 3 J -7- 2 = if inches. This determines /'Z', C'F' at the 
head-end, and IL and CF at the crank-end, each being made 
li inches. The width of the main port — that is, after the 
two ports join — must be made 3J inches. 

4. Maximum Port-Opening on the Head-End, — This is the 
opening which will give the entering steam the required 
velocity, and is found as follows: 

. , , velocity of exhaust 

Port-openmg = port width X — \ — -^ > — i, — : — : — . 

^ ^ ^ velocity of admission 

This gives : 

■r. . ft 4000 

Port-opening = if X g^^ = i A- 

This IS the opening of each port, and the total opening at one 
end of the cylinder is therefore 2 X I A = ^f . 

The same result would be obtained by using Table IV to 
find the area required for free admission. 

5 . Valve- Travel^ Inside and Outside Laps on Both Ends^ and 
Maximum Port-opening and Lead on Crank-End. — These are 
determined precisely as for the Allen valve, and the explana- 
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tion given of Fig. 57 will answer for this, the numerical values 
only being changed. The results obtained are as follows: 

Outside lap, head end \\ inches. 

Outside lap, crank end i 

Lead, crank end f 

Maximum port-opening, crank end .... i^- 

Valve travel 5 






6. Width of Bridge. — The minimum width allowable is 
Half-travel — width of one port — inside lap -f- i inch. 

2i — if — o -|- i = I inch. 

This is less than the if inches given in the problem. 
This rule is only applied to see whether the width given is 
sufficient to prevent blowing through. The result obtained 
shows that the if inches, which is the thickness of the 
cylinder-casting, is ample. 

7. Width of GH. — This is made equal to the port-opening 
for that end of the cylinder, and is therefore i J inches. GH 
is at the crank end. 

8. Width of G'H'. — Make this equal to the port-opening 
at its end of the cylinder, or i^^ inches, G'H' being at the 
head end. 

9. Width EG. — This may be made any convenient figure, 
and in this case it will be one inch. 

10. Width E'G' . — This is made equal to EG. 

11. Width of Exhaust-Port. — This must be made great 
enough ^o that when the valve is in either of its extreme 
positions, as shown in Figs. 60 and 61, the opening to exhaust 
is so great that the outflowing steam will not have a greater 
velocity than 4000 feet per minute. The total width of steam- 
ports ^X one end is that found to be necessary for this velocity, 
and, as the exhaust-port takes care of the exhaust from both 



9^ ^ SLIDE' VA L VES. 

of these ports, the free opening of the exhaust MK\ Fig. 60^ 
ov KM\ Fig. 61, must be equal to the total width of the 
ports at one end of the cylinder. The exhaust-port, MM\ is 
then made of a width equal to 

Half-travel + inside lap — bridge + port width at one end. 

2\ + o — i| -j. 3j = 4i inches. 

12. Width FL — The edge E must not travel beyond F \i 
it is desired to have a full opening during exhaust. That 
gives the value of FI as 

Outside lap, crank-end + GH -{- EG + half-travel. 

I + li + I + 2i = 6 inches. 

13. Width F'l'. — This is obtained in a similar manner to 
FI] or it is equal to 

Outside lap, head-end + G'H' + E'G' -f half-travel. 

The edge E may be allowed to overtravel very slightly 
the point /s in case it is an object to shorten the valve. 
Doing so prevents the exhaust from being wide open all the 
time, but the choking only occurs during a small part of the 
stroke. When this overtravel is allowed, FI and /^'/' are to 
be shortened by the amount allowed. No allowance is made 
in this case. 

14. Width DE. — This is made equal to 

Half-travel, — inside lap, crank-end — amount that E overtraveis jp, 
2j — o — o = 2i inches. 

15. Width D'E' . — This is made equal to 

Half-travel — inside lap, head end— amount E' overtraveis uF'. 
2 J — o — o = 2i inches. 
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The inside laps being equal, it happens that DE and D'E'^ 
are equal. If the inside laps are unequal, the values obtained 
by the rules would be unequal; but both DE and D'E' would 
be made equal to the larger value obtained, keeping the valve 
symmetrical in this respect. 

1 6. Width BC. — This must be so long that D will not 
overtravel B\ for if it did, the steam-chest would be in direct 
communication with the exhaust-passage X, allowing steam 
to blow straight through the valve. Its width must therefore 
be at least equal to 

Half-travel — width of one port — inside lap, crank-end -f i inch. 
2i — if — o -}- i = I inch. 

17. Width B'C, — This is determined, from the same con- 
siderations that govern the dimension BC^ to be 

Half-travel — width of one port — inside lap, head-end -f i inch, 
2i— if — o -|-J=i inch. 

The next thing in order is 



TO LAY OUT THE VALVE. 

1 8. Tabulate the Dimensions. — The dimensions of the valve 
and seat should be tabulated separately, in the order in which 
they are to be laid down, beginning at either end. In this 
case the start will be made from the crank end. The letters 
apply to Fig. 59. 

Valve Seat. 

BC. I inch .... obtained from 15 

CF. if ** " " 3 

FI. 6 " " " II 

IL. if " " " 3 

LM. if " " " 6 
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MM". 


4i in< 


M'L'. 


If " 


LT. 


li " 


rp. 


SH " 


F'C. 


li « 


B'C. 


I " 



4} inch obtained from 10 







6 






3 






12 






3 






16 



Lay this out on any convenient scale. 
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AC. 


I 


inch outside lap 


. . . obtained from 5 


DF. 





(< 


inside lap 


...given ** 


DE. 


2j 


(( 


• • • • 


...obtained ** 13 


EG. 


I 


(< 


« « • • • 


"8 


GH. 


li 


«( 


t • • • 1 


*' 6 


HK. 


I 


i< 


outside lap , . . . 


... " " 5 


LK. 





« 


inside lap .... 


. . . given 


K'L'. 





i( 


U ti 

• • • • * 


(( 


I'H'. 


li 


(( 


outside lap 


. . . obtained from 5 


H'G'. 


lA 


(< 


port opening. . . 


a . H y 


G'R'. 


I 


<( 


. • . • • 


. . . obtained from 9 


E'U. 


2i 


« 


. • • . • 


. . . 1-4. 


F'D'. 





(< 


inside lap 


. . , given 


C'A'. 


li 


<< 


outside lap 


. . . obtained from 5 



Reference to Fig. 63 will show that the exhaust-passage 
XXf Fig. 59, is divided into two portions, X' and JT", when 
it passes over either of the steam-passages, as 5*. Care must 
be taken to make the valve of so great a height that the sum 
of the areas of these two portions shall be at least as great as 
the total area of the ports at one end of the cylinder in order 
to maintain the proper velocity of exhaust. 



CHAPTER XI. 



VALVE-SETTING. 



Having designed a valve and having it in place on the 
engine, the next thing to be considered is the proper method 
of setting it in order to secure the best results. The method 
to be employed will depend on the design of the valve — 
whether it is intended to secure equal cut-offs on the two 
ends, or whether it was made to give equal leads; or, again, 
whether the cut-offs and leads were equalized, according to 
the method given in Chapter VI. 

In any case the first step is to put the engine on the center, 
by which is meant that the piston is at the end of its stroke 
and the crank and connecting-rod are in the same straight 
line. This operation must be performed very precisely, as 
little variation in the position of the crank from the line of 
stroke or piston from the end of the stroke will make a large 
difference in the position of the valve. This is because the 
eccentric is at or near. its middle position at the time the crank 
is on the center. The crank-pin is moving vertically while 
the eccentric is moving horizontally at that instant, so that a 
small angular movement of the eccentric will make a great 
difference in the position of the valve. The crank, however, 
is moving vertically, and a comparatively large angular move- 
ment of that will only move the cross-head a little ways from 
the end of its travel. Consequently the dead-center must 
be located very exactly or the valve-setting will be thrown 
out. 
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TO PUT AN ENGINE ON THE CENTER 

The engine is put on the center by moving the cross-head 
a measured distance on each side of its extreme travel and 




Fig. 64 



measuring the amount of the movement of the fly-wheel by 
means of marks on the rim. This distance is bisected, and 




Fig. 65 

the middle point determines the true center. The practical 

method of doing this is shown in Figs. 64, 65, and 66. 

First. Turn the engine in the direction in which it is to 

run until the cross-head is nearly at the end of its stroke, as 

shown in Fig. 64. 
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Second, With the cross-head in this position, take a piece 
of chalk and make a mark across the cross-head and guides, as 




Fict. 66 



shown at A^ Fig. 64. This mark may be put anywhere on 
the cross-head, as it serves only as a reference-mark. 

Third. Fix an upright pointer as near as possible to the 
face of the fly-wheel, as shown at B^ and mark the height 
reached by its end, as shown at C. 

Fourth, Turn the engine, still in the direction in which it 
is to run, until the mark on the cross-head again comes even 
with the mark on the guides, as shown in Fig. 65. 

Fifth, Make another chalk-mark on the fly-wheel opposite 
the end of the upright, as shown at C, Fig. 65. The posi- 
tion of the first mark after this movement is then as shown 
at C. The distance CC then represents the amount that the 
fly-wheel has moved, while the cross-head has moved from A 
out to the dead-center and back again to A, That is, the 
cross-head movement has been twice the distance from A to 
the dead-center. Consequently, if the wheel revolved until 
the pointer comes midway between C and C\ the engine will 
be on the dead-center. 

Sixth, Find the point midway between C and f . This 
is D, Fig. 65. 
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Seventh. Turn the engine, still in the direction in which it 
is to run, until the mark D comes opposite the end of the 
pointer, as shown in Fig. 66. The engine is then on the 
dead-center. 

Eighth. With the engine on the dead-center, make another 
chalk-mark on the guides opposite the one on the cross-head, 
as at Ey Fig. 66. This is to serve as a reference-mark, and 
the first mark is then to be erased. 

The dead-center at the other end is found in the same 
manner. 

When putting the engine on the center, or when perform- 
ing any of the other operations of valve-setting, the engine 
must always be turned in the direction in which it is to run. 
This is because any lost motion, back-lash, or play in the 
moving parts will then affect the valve in setting precisely as 
under running conditions. The wheel must never be turned 
beyond the required point and then back to it, as the lost 
motion would allow a considerable movement of the fly-wheel 
to take place without a corresponding motion of the cross- 
head; and the valve-setting would then be thrown out of true. 

TO SET A VALVE FOR EQUAL LEADS. 

First Method. 

First. Put the engine on the dead-center at one end of its 
stroke, using the method just described. 

Second. Give the eccentric as nearly as possible the 
proper amount of angular advance, as determined from the 
valve diagrams, taking care that the amount given shall be 
more, rather than less, than the required amount. 

Third. Adjust the length of the valve-stem or eccentric- 
rod until the lead at the end of the stroke for which the 
adjustment is then being made is equal to the required 
amount. 

Fourth. Turn the engine to the other dead-center. 
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Fifth. Measure the lead at that end. If the measure- 
ment is the same as that at the first end, the eccentric is in its 
proper place, aiid it only remains to secure it there ; but the 
chances are that the leads will be unequal, and in that case 
the next step is the 

Sixth. Correct half the difference in the leads by changing 
the length of the valve-stem. 

Seventh. Correct the remaining half of the difference by 
moving the eccentric. It will be apparent at once, from the 
nature of the difference, in which direction the eccentric is to 
be moved. 

Eighth. Turn back to the other center and measure the 
lead. If it is the required amount, the setting is complete. 
If not, repeat operations Sixth and Seventh until the leads are 
equal. 

Ninth. Secure the eccentric in place. 

When a valve-gear has a rocker, the latter is usually de- 
signed to swing to an equal angle on each side of the perpen- 
dicular, and in any case the length of the valve-stem must be 
such that the rocker will move as designed. This being so, 
it is evident that in performing the sixth and seventh opera- 
tions — those of correcting the variation in leads at the two 
ends of the cylinder — the length of the valve-stem must be 
changed very little, if any, making the sixth operation very 
small, and the greater part of the adjustment must be made 
in the seventh operation, that of changing the position of the 
eccentric. 

Second Methods 

This method is a convenient one when it is difficult to 
turn thj engine over. It is applicable only to that class of 
valves having harmonic motion. Harmonic motion is such 
as that of the foot of a perpendicular from the crank-pin upon 
the line of stroke when the motion of the crank-pin is uniform. 
This is the case in an ordinary engine, and an ordinary slide- 
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valve has harmonic motion. Among the valve-gears in ivhich 
the valve does not have harmonic motion may be mentioned 
a slide-valve having equal lead and the cut-offs equalized by 
means of a rocker or bell-crank lever, and the link motion and 
radial gears. 

When the motion is harmonic, the maximum port-open- 
ings will be equal when the leads are equal. 

First, Loosen the eccentric on the shaft. 

Second. Turn the eccentric until it gives the maximum 
port-opening, first at one end and then at the other. 

Third, If the maximum port-openings are not equal — and 
the chances are that this will be the case — make them so, by 
changing the length of the valve-stem by half the difference, 
thus adjusting the length of the valve-stem. 

Fourth, Put the engine on the center. This is the only 
time that it is necessary to perform this operation. 

Fifth, Turn the eccentric to give the proper lead, thus 
adjusting the angle of advance. 

Sixth, Secure the eccentric in place.* 

TO SET A VALVE FOR EQUAL CUT-OFFS. 

First, Put the engine on one dead-center — say the head- 
end. 

Second, Give the eccentric, as nearly as can be judged, 
the angle of advance determined by the valve-diagram; tak- 
ing care that if there is any difference, it shall be in excess of 
the proper amount rather than less. 

Third, Give the valve the correct amount of lead, as 
nearly as possible. 

Fourth, Move the engine in the direction in which it is to 
run until cut-off occurs. 

Fifth, Measure the distance that the croas-head has moved. 



*The author wishes to acknowledge his indedbteness to Peabody on 
Valve-gears for this method. 
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up to this point, from the end of the stroke. This is found 
by means of the chalk-marks on the guides and cross-head. 

Sixth. Turn the engine in the direction in which it is to 
run until cut-off occurs on the return stroke. 

Seventh. Measure the travel of the cross-head from the 
beginning of the return stroke up to cut-off. If this is the 
same as on the forward stroke, the valve is set correctly, and 
the eccentric should then be secured in place. But it is 
hardly probable that this result will be secured on the first 
trial; and in that case the next operation is the 

Eighth, Correct the difference in cut-offs by changing the 
length of the valve-stem. If the cut-off is earlier on the 
crank-end or return stroke, the valve-stem should be length- 
ened. If it is earlier on the head-end or forward stroke, the 
valve-stem should be shortened. 

Ninth. Put the engine on the head-end center again, and 
adjust the lead by moving the eccentric. 

Tenth. Test the cut-offs and see whether or not they are 
equal. If they are, the adjustment is finished. If not, repeat 
the eighth operation until they are equal, and then — 

Eleventh. Secure the eccentric in place. 

As pointed out in Chapter III, designing a valve for equal 
cut-offs will make the leads unequal. At the time the valve 
is designed the lead can be measured at each end of the 
cylinder, and the operation of setting the valve can be per- 
formed by using the first method given above for equal leads, 
except that the leads, instead of being made equal, are made 
equal to the required amounts. In addition, the travel of the 
cross-head from the beginning of the stroke up to cut-off 
must be determined and the setting completed by the eighth 
and ninth operations just given. 

By means of any of these methods, it is assured that the 
action of the valve shall be just as intended at admission or 
cut-off. This also assures the fact that any irregularity of 
action, or error of design, caused by neglecting the angularity 
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of the eccentric-rod, will not aflfect the valve while either 
opening or closing, but will make itself felt while the port is 
either opened or closed; which is of no particular conse- 
quence. 

Now, having set the valve, it is of importance to make a 
distinct set of reference-marks on the eccentric, so that it will 
be possible to set it in place again very readily if it slips, thus 
avoiding vexatious delays, or, perhaps, the necessity of going^ 
over the whole ground of valve-setting again. 

When any one of the preceding methods of valve-setting 
is employed, it is necessary to remove the cover of the steam- 
chest in order to observe the action of the valve, measure 
leads, etc. 

TO SET A VALVE WITH THE CHEST-COVER ON. 

After having once set the valve for equal leads, with the 
cover off, it is possible to arrange things so that thereafter the 
valve can be set with the chest-cover on, and, if absolutely 
necessary, with steam on. This method is illustrated in 
Figs. 67 and 68. 

After having set the valve, the engine is placed on the 
center, and a reference-mark made on the valve-stem some- 
where outside of the stuffing-box, as shown at A^ Fig. 67. 
Then another mark is made somewhere on the chest-cover, as 
at B. Next a piece of heavy wire is taken, and a tram or 
spanner, T, Fig. 6t, is made, of such length that it will reach 
from A to B, Then the engine is put on the other center, 
which operation will change the distance of the mark on the 
valve-stem from the mark on the chest-cover to AB, Fig. 68. 
Another spanner, T\ is then made which will reach that dis- 
tance. Then, when it is again necessary to set the valve, the 
operation can be performed by employing the first method for 
equal leads, using the trams to determine the equality of the 
leads, as follows: 
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First. Put the engine on one center, say the head-end. 

Second. Give the eccentric the proper amount of angular 
advance, as nearly as possible, making it too great rather 
than too little. 

Third. Adjust the length of the valve-rod until the lead 
at the head-end is the proper amount ; that is, until the tram 
T reaches from A to B. 

Fourth, Turn the engine to the other center. 

Fifth. Measure the crank-end lead. This is done by using 
the tram T' . Remember that when it reaches from A to By 




Fig. 67 



as in Fig. 68, the leads are equal. When it reaches to any 
other point, the lead is changed by the distance from A to 
the point which the tram marks on the valve-stem. If the 
tram spans over to the crank side of A^ the lead is too great 
at the crank-end. If the tram reaches to a point on the 
cylinder side of A^ the lead at the crank-end is too little. 

The rest of the operations are the same as given for equal 
leads. 

A variation of this method consists in using but one tram, 
and making two marks on the valve-stem, at the points 
reached by the tram with the engine on the two '^enters. 
The method of setting is then the same. This is frequently 
used on locomotives. 



CHAPTER XII. 

SHAFT-GOVERNORS. GENERAL PRINCIPLES AND TYPES. 

It was shown in the first chapter that in order to reverse 
the direction of rotation of an engine it is necessary to move 
the eccentric around the shaft past the crank until it makes 
the same angle with it on the opposite side that it did in its 
original position. That is, if the arrangement of crank and 
eccentric shown in Fig. 69 will cause the engine to run over. 
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as shown by the arrow, the arrangement shown in Fig. 70 
will reverse the engine, the angle OO'E' being equal to the 
angle COE. With this arrangement no rocker-arm is em- 
ployed between the eccentric-rod and the eccentric. 

Figs. 7 1 and 72 show the arrangement when a rocker-arm 
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IS employed. The angle CO'E' is equal to the angle COEy 
just as before, and the direction of rotation has been reversed, 
as shown by the arrows* 

In both cases the angle through which the eccentric has 
been turned to effect the reversal is equal to 180° — twice the 
angle of advance. 
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There are numerous means by which the eccentric can be 
moved around the shaft; and they may be divided into two 
general classes: 

First Class. Movable eccentrics with which the engine 
must be stopped in order to effect the reversal. 

Second Class. Movable eccentrics with which the reversal 
can be effected while the engine is in motion. 



FIRST CLASS. 

This is by far the simpler class, and, for reasons which 
should be very obvious, it is but seldom employed, although 
it was used on early stationary and locomotive engines. 
Figs. 73 and 74 illustrate an eccentric of this type. The shaft 
carries a disk which is forged or cast on it, or fastened in 
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place. This disk is slotted in an arc of a circle about the 
center of the shaft O, The eccentric is loose on the shaft and 
is slotted in a similar manner. A bolt is used to fasten the 
two together. With the eccentric in one extreme position, 
such as the one shown in Fig. 73, the angle of advance is 
XOD. The arc of the slot is made of such a length that 
when the eccentric is slipped around so that it is bolted in its 
other extreme position, as shown in Fig. 74, the angle of 
advance is YOD\ equal to XOD oi Fig. 73. In both figures 
the path of the eccentric center is the dotted circle shown. 

That this change in the angle of advance will result in a 
reversal of the engine should be understood from Chapter I. 
Figs. 75 and 76, the valve diagrams corresponding to Figs. 
73 and 74 respectively, will aid in the comprehension of the 
fact that the events of the stroke occur at the same points in 
both cases. The angles of advance are laid off on opposite 
sides of the vertical in the two figures for the sake of em- 
phasis, but, as explained in Chapter III, this is not necessary. 

Fig. yj shows another type of this class. The eccentric- 
slot is replaced by a pin which projects through the slot in 
the disk, and is secured in place by a jam-nut on the opposite 
side. The same results will be secured by this type as with 
the one shown in Figs, 73 and 74, and the diagrams 75 and 
76 apply to it as well. 

SECOND CLASS. 

This is the more important class, possessing many points 
of advantage over the first class, and is the one which is 
employed on all or nearly all high-speed engines, where they 
are used as ** shaft-governors.*' 

The fundamental principle in this class is to have the 
eccentric slotted to dear the shaft, and, by moving the eccen- 
tric across the shaft, change the angle of advance as required. 

Eccentrics of this class are of either one of two kinds: 
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!• ^^ Swinging ^^ Eccentrics; in which the eccentric is 
pivoted at some point which is secured to the shaft and rotates 
with it. In that case the eccentric swings across the shaft 
in the arc of a circle, and the slot is therefore curved. 




2. " Shifting''' Eccentrics; which move squarely across the 
shaft, and the slot is of course straight. 

The first question to be considered is the effect of moving 
the eccentric across the shaft and holding it in any given 
position; the means by which this m6vement is effected being 
reserved for later discussion. 
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SWINGING ECCENTRICS. 

Figs. 78 and 79 show the two extreme positions of an 
eccentric of this class. It is pivoted at the point P, which is 
usually located on the arm of a small fly-wheel called the 
* 'governor- wheel ** or "spider," which is securely keyed to 
the shaft. When in its upper position, Fig. 78, the angle 
between the crank and the eccentric is COE\ and ^hen in its 
lower position it is C'0'E\ Fig. 79. The shaded area in each 




figure is the shaft, and the path of the eccentric center is 
shown by the dotted circle. 

The manner of laying out an eccentric in this type is 
shown in Fig. 80. The point P, about which the eccentric 
is to swing, is generally fixed, and the center O of the shaft is 
also fixed. Then draw the line VZ through O and C, and 
through O draw XY perpendicular to VZ, The angle of 
advance having been determined, lay off XOD equal to that 
angle. Then describe the circle whose center is O and whose 
radius, OE, is equal to the eccentricity. This will cut the 
line OD at -£, which is the center of the eccentric. Now 
about P as a center describe an arc -passing through E. 
Again with P as a center describe an arc passing through the 
center of the shaft O, Now E\ which is where the eccentric 
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center must be in order to secure a reversal of the engine, 
will of course lie on the arc through E, Then the eccentric 
center must be shifted through the arc EE' to secure the 
reversal. The next thing is to determine the length of slot 
required to allow this movement, and the smallest diameter 
of eccentric. Therefore from e^ the point where the arc EE' 
cuts the line F^, lay off the arc// equal to EE' . Draw eP, 
which cuts the arc drawn through .0 at O' . Now the slot 
must be drawn in as shown. That is, the lower center is O, 
and the radius is just enough larger than the radius of the 
shaft to permit it to clear. The upper center is (?', and the 
radjus is of course the same as the lower. The rest of the 
slot outline is made up of two arcs having P as their center. 

It is obvious that the center line of the crank must coincide 
with VZy and the spider or containing-wheel of the governor 
must be keyed to the shaft so that this result will be obtainecl. 

Now suppose the eccentric to have swung around so far 
that the center is at i, Fig. 80. What is the result ? The 
angular advance has been increased to XOi, and the eccen- 
tricity has been decreased to Oi, (In order to have the 
eccentricity remain the same, it would be necessary to have 
the eccentric move around (9 as a center.) Now, the effect 
of increasing the angular advance is to make the events of the 
stroke all occur earlier. Decreasing the travel makes the 
admission later, cut-off earlier, release earlier, and compres- 
sion earlier, as shown in Table III. The combined effect of 
the two changes can best be understood by constructing the 
diagram. Fig. 81 shows the diagrams for five positions of the 
eccentric center in Fig. 80. Diagrams E and E' correspond 
to the extreme positions of the eccentric, or, as they are called, 
** full-gear forward *' and "full-gear backward." Diagram 2 
shows the steam distribution when the eccentric center is at 
2, Fig. 80, midway between its two extremes; that is, when 
the eccentric is in ** mid-gear/' Diagrams I and 3 show the 
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results obtained with the eccentric center at i and 3 respect* 
ively, Fig. 80. 

It will be noticed that the cut-off varies more than the 
admission or lead, because both changes — of angular advance 
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and eccentricity — affect the cut-off in the same way, making 
it earlier; while the admission is made later by the decreased 
travel, and earlier by the increased angular advance. These 
two opposite changes in the lead may neutralize each other, 
but only when the center, P, about which the eccentric 
swings is removed to infinity — that is, when the arc through 
which it swings becomes a straight line, and the eccentric 
moves straight across the shaft. The valve diagrams show 
that the release varies less than the compression, with the 
swinging eccentric. 



SHA FT-G O VBRNORS. 



117 




Il8 



SLIDE-VALVES. 



SHIFTING ECCENTRICS. 

This is the type in which the lead is constant, as stated in 
the preceding paragraph. It differs from the swingtng^ eccen- 
tric more in degree than in kind. Figs. 82 and 83 show one 




of this kind in its two extreme positions. It will be noticed 
that the cut-off has a greater range of variation in this than 
in the swinging eccentric, because the valve travel has a 
greater range. This will be clearly understood by reference 
to Fig. 80, where the straight line from E to E' shows the 
path which would be followed by the center of a shifting 
eccentric designed to secure the same results as the swinging 
eccentric. The. eccentricity being the distance from the 
center of the shaft to the center of the eccentric, the variation 
is evidently the greater with the shifting eccentric. 

The next thing is to demonstrate that these variations in 
the events of the stroke can be made to serve a useful pur- 
pose. 

Suppose an engine be running at full load ; the eccentric 
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being fixed in place. Then suppose that a large part of 
the load is suddenly thrown ofl. If the steam-pressure 
remains the same, the engine will begin to speed up; and if 
enough load has been thrown off, the increase in speed may- 
be sufficient to result in a bursting fly-wheel. 

Now suppose that the engine is fitted with a movable 
eccentric, and that when the full load is on th^ eccentric 
is in full gear forward, giving the latest admission and latest 
cut-off. Again, suppose that the load is thrown Off, just as 
before, but at the same time the eccentric is moved' in toward 
the shaft. What will happen ? Under the lighter load the 
engine will tend to speed up, but the earlier admission, due 
to the increased angular advance, will cushion' the piston, 
tending to decrease the speed of the piston; and the cut-off 
will come earlier in the stroke, also tending to reduce the 
piston speed by shortening the length of time the moving 
force is applied. In other words, the period of admission, 
while remaining the same, is divided mqre nearly evenly 
between the two strokes. 

Now, with the cut-off made earlier, the engine will not 
develop so much power; and the change inay be just suffi- 
cient to adapt the engine to the lighter load. A light load 
at given speed requires less power than a heavy load at the 
same speed. 

Figs. 84 to 87, inclusive, illustrate various forms of shaft- 
governors. The general principle of their construction is as 
follows: 

A small wheel or spider is keyed on the shaft, as stated 
in the previous chapter. This wheel carries weights which 
are pivoted on the arms or ring, so that under the influence 
of centrifugal force they fly outward, this motion being 
opposed by springs. The weights are linked to the eccen- 
tric, so that a niotion of the weights will cause a correspond- 
ing motion of the eccentric. Now, if the engine speed 
remains constant, the centrifugal force remains constant, and 
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the Springs will be stretched a certain amount, and the 
eccentric will be held in one position. If, now, the load be 
lessened, the engine will speed up momentarily, increasing 




Fig. 87 



the centrifugal force, thus throwing the weights outward and 
moving the eccentric across the shaft, shortening the cut-off 
and adapting the power to the load. If the load is increased. 
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the engine will slow down, decreasing the cohtrifugal force so 
that the springs will pull the eccentric back, lengthening the 
cut-off. In this way the events of the stroke are regulated so 
as to keep the speed of rotation sensibly constant at all loads. 

Figs. 84 and 85 show two positions of the Westinghouse 
governor, Fig. 84 representing the governor when at rest or 
running below its normal speed; that is, at its latest cut-off. 
Fig. 85 shows the governor when in the position correspond- 
ing to its earliest cut-off; that is, when the engine has 
speeded up considerably above the desired point and the 
governor is acting to bring it down to the proper point. 

The governor-weights B and B are pivoted to the wheel 
A^ which revolves with the shaft M dX b and b. The upper 
weight carries a link, PTy one end of which, P, is pivoted to 
the governor-weight, and the other end, 7", is pivoted to the 
eccentric casting. The weights are connected by the link ee. 
The springs D and D are fastened to the weights and to the 
wheel or disk, as shown; thus resisting any tendency of the 
weights to fly outward. Under an increase of speed the 
centrifugal force increases, and the springs are extended, thus 
allowing the eccentric to move across the shaft. 

Fig. 86 shows the Straight-Line governoi", which is con- 
tained within the fly-wheel. The center of the shaft is at 0. 
One of the fly-wheel arms, Ny has a pivot on which the 
weight-lever, WNMy is hung. The end, J/, of the lever is 
connected to the eccentric casting at Fand to the spring at 
Z, by the link MVL. The spring is secured to a boss, O^ on 
the fly-wheel rim, as shown, and the eccentric is of the swincr- 
ing type, being pivoted at 5. The whole arrrangement 
occupies the position shown when the engine is at rest; it 
will be noticed that the eccentric is in its extreme position, 
thus securing the greatest cut-off, as required when the engine 
starts up. When the engine starts up the action of the cen- 
trifugal force will force the weight outward, thus moving the 
eccentric across the shaft. 
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Fig. 87 represents the Buckeye governor. When the 
engine is at rest the springs F F hold the weights A A against 
the inner stops. When the engine starts up the weights tend 
to fly outward ; and when a certain rotative speed is reached 
they move away from the stops, thus stretching the springs. 
The eccentric being connected to the weights by the rods BBy 
it is moved around the shaft, thus causing an earlier cut-off. 
When a point of cut-off corresponding to the load has been 
established, the speed ceases to increase, and the spring pull 
and the centrifugal force will balance each other as long as 
there are no changes in the load on the engfrie. If the load 
is increased, or the pressure of the steatn is reduced, the 
speed is reduced momentarily, and a later cut-off is estab- 
lished by the springs drawing the arms toward the shaft and 
changing the position of the eccentric, thus bringing the 
engine back to speed* 



CHAPTER XIII. 

SHAFT-GOVERNORS— ANALYSIS. 

The first principle of shaft-governors — that var3ring the 
events of the stroke properly will cause the engine to run at 
the same speed under all loads — ^having been established, the 
next point in order for consideration is an analysis of the 
action of the springs and weights whereby the movement of 
the eccentric is accomplished. The method pursued in this 
will be one drawn from a valuable monograph entitled **The 
Mechanics of the Shaft-Governor," by Prof. Barr, published 
in the Sibley Journal of Engineerings 1896. 

First, reduce the springs and weights to the simplest form, 
shown in Fig. 88. Here there is but one weight, represented 
by the ball W^y which slides on the radial rod R, The length 
of this rod is such that when the ball is in the extreme inner 
position its center coincides with the center of the containing- 
wheel or spider G. The movement of the ball is resisted by 
the spring 5, which is fastened to the rim of the spider. The 
line of travel of the spring and ball is a diameter of the circle. 
In this investigation friction is neglected. . 

First, suppose that the ball is moved outward by any force 
from its central position until it occupies a position W. In 
that case the spring must be extended ar certain amount, equal 
to the distance from W^ to fF, or the distance the ball is 
moved; and it will then exert a pull on the ball, tending to 
restore it to its original position. The amount of this inward 
pull IS found as follows. ** Spring strength " is the term used 
to designate the force in pounds required to extend or com- 
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press a spring one inch. Thus, a 20-pound spring means one 
which requires a pull of 20 pounds to extend it one inch; a 
60-pound spring requires a pull of 60 pounds to accomplish 
the same result. The total amount of extension or compres- 
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sion is directly proportional to the force exerted upon the 
spring. Thus, a weight of 120 pounds resting on the 20- 
pound spring would compress it 

120 -r- 20 ^ 6 inches, 

or, if directly suspended from it, would lengthen it the same 
amount. The same weight would only lengthen or shorten 
a 60-pound spring 

120 -r- 60 = 2 inches. 

The weight or force required to produce any given change in 
the length is found by multiplying the spring strength by the 
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amount of the change in inches. For example, to lengthen 
a 30-pound spring J inch would require a force of 

30 X i = 15 pounds. 

The force exerted by a spring is equal to the force exerted in 
compressing or extending it to the length it has. The 
30-pound spring just mentioned would exert a force of 15 
pounds if compressed or extended. **To every action there 
is an equal and opposite reaction." 

Again, suppose the wheel to revolve with the ball at W. 
There will be a centrifugal force set up which will tend to 
throw the ball outward; this force will act radially, and as the 
ball is free to slide along the rod it may be considered that 
the centrifugal force acts along that line. The amount of this 
force depends upon the weight of the ball, the rotative speed 
of the wheel, and the distance from the ball to the center of 
the wheel. Expressed in a formula, it is 

(C= .00002 84 WW'i?, (i) 

where C= centrifugal force in pounds; 
IF=r weight of ball in pounds; 
iV=: revolutions per minute; 

R = radius, or distance from the center of the wheel 
to the center of the ball, in inches. 

This may be stated in a rule as follows: 

To find the centrifugal force in pounds exerted by a iveight: 
Multiply together the weight in pounds^ the square of the num- 
ber of revolutions per minute^ and the radius^ or distance in 
inches from the center about which the weight revolves to the 
center of gravity of the weight. Multiply this product by the 
constant .0000284, and the result is the centrifugal force. (In 
the case of a ball, the center of gravity is the center of the 
ball.) 

For example, suppose that the ball at W weighs 20 
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pounds, is 20 inches from the center of the wheel, and that 
the latter is running at 150 revolutions per minute. The 
centrifugal force is 255.60 pounds, found by the above rule as 
follows: The square of the number of revolutions per minute 
is 150 X 150 = 22,500. Then the centrifugal force is 

C= 20 X 22500 X 20 X .0000284 = 255.60 pounds. 

Formula (i) may be transposed to give the value of N 
when the other factors are known, giving 

//= 187.7 VfjT^ (2) 

This expressed in the form of a rule is as follows : 

To find the number of revolutions per minute which a ball, 
of a known weighty at a known radius ^ must make to exert a 
given centrifugal force : Multiply the weight in pounds by the 
radius in inches, and divide the centrifugal force by this 
product. Then extract the square root of the quotient, and the 
figure is the number of revolutions per minute, 

Fof example, if a weight of 20 pounds is rotating about 
a center 20 inches distant, and exerting an outward pull of 
255.60 pounds on the link connecting it with that center, it 
is making 150 revolutions per minute; because, applying 
formula (2) or its corresponding rule, 

20 X 20 = 400 
255.60 -T- 400 = .639 

1^.639= .7994 

187.7 X .7994= 150.04 

Now, if the ball when running at any given speed is held 
stationary, it is obvious that at that moment the centrifugal 
force of the ball and the spring pull must be equal to each 
other. That is, taking the 20-pound weight which was just 
figured to have 255.60 pounds of centrifugal force urging it 
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outward, the inward spring pull must be 255.60 pounds in 
order to hold the ball at W^. It is obvious that this amount 
of spring pull could be secured by using a spring of any 
strength and stretching it the required amount; or the stretch 
of Jthe spring could be assumed and the strength calculated. 
It is better to assume the spring strength, however, because 
this affects the closeness of regulation, as will be explained 
later. 

Suppose, then, that the spring is a 40-pound. Then to 
hold the ball at W the extension necessary is 

255.60 -=- 40 = 6.39 inches. 

This extension will not permit the ball, when the tension is 
relieved, to move in to the center of the containing- wheel; 
because the ball is 20 inches out from the center, so that, 
with the tension removed and the spring collapsed, the ball 
would still be 

20 — 6.39 = 13.61 inches 

away from the center. The spring pull with the ball that 
distance out from the center would be zero, and therefore, 
to maintain a balance between the centrifugal force and the 
spring pull, the centrifugal force must be zero. This can 
only happen when the radius at which the weight revolves, or 
the rotative speed, is zero. But as the radius is 13.61, the 
rotative speed must be zero. 

Now suppose that the ball moves inward to W^ , which is 
4 inches from W, or 16 inches from the center. In that case 
the spring extension has been decreased to 6.39 — 4 = 2.39 
inches, and the spring pull to 

2.39 X 40 = 95.6 pounds. 

Then the speed at which the wheel must revolve to main- 
tain the ball at W^ , the revolutions per minute, must be such 
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as to produce a centrifugal force of 95.6 pounds. Formula 
(2) or Rule II gives the value of iVas 113 07. 



= ^^7'7y 



jsr -o.^^ 95.6 



20 X 20 



= 187.7 4/.239 
= 113-67. 

That is, the governor-ball will not move to fF, until the 
speed has decreased to 113.67 revolutions per minute. 

Next, find the effect when the ball is on the other side of 
Wy say at W^ , which is 4 inches farther out than JV, or 24 
inches from the shaft center. The spring extension at that 
place is 

6.39 + 4= 10.39, 
and the spring pull is 

10.39 X 40 = 415-6. 

In order to have the centrifugal force equal to the spring 
pull, the revolutions per minute must increase to 175.52, 
because, from formula (2), 



= 1^7.7^ 



^ .o__ , 415.6 



20 X 24 



= 187.7 V.86583 
= 187.7 X .9351 
= 175.52. 

That is, with the engine and governor-wheel running at 
175.52 revolutions per minute the ball would be held in 
balance at fF,, 24 inches from the center of the shaft. 

Then if W, and W^ are the extreme inner and outer posi- 
tions of the governor-ball, the extreme variation in speed is 
from 113.67 revolutions per minute to 175.52. If the ball in 
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moving from W^ to W^ moves the governor from its earliest 
to its latest cut-off, the engine will vary 

175.52 — 113.67 = 61.85 

revolutions per minute in passing from light to full load. The 
normal speed of the engine being taken at 150, the variation is 

61.85 

^^=41.23 percent. 

Prof. Barr has devised a diagram which is of great service 
in showing clearly and at a glance the relation between the 
spring pull and centrifugal force. Fig. 89 shows it as applied 
to the case just discussed. 

Draw the line W^W^ , and let the distances on it from JF„ 
on any convenient scale, represent distances from the center 
of the shaft, or radii, at which the ball revolves. The scale 
adopted here is two small squares to the inch. Then let dis- 
tances perpendicular to W^W^ represent the forces acting on 
the ball. For example, it was shown that with the ball at 
W^,, the spring pull, no matter what the speed, is 415.6 
pounds. Then lay off W^S^ to represent this amount. The 
scale chosen in the figure is 20 pounds for one small square; 
and it will generally be found necessary to employ a much 
smaller scale for the forces than the distances in order to bring 
the drawing within" reasonable limits. Next, lay off W^S, 
equal to 95.6, which was found to be the spring pull with the 
ball at W^ , or 16 inches from the center. Join 5, and S, , and 
produce the line 5,5, until it meets W^W^ at 5*. It will be 
found that S^ is 13.61 inches from W^. This is as it should 
be; for it was shown that with the ball at that distance from 
the center the spring pull is zero. The line 5o5„ represent- 
ing the spring pull, is straight, because the pull varies directly 
as the extension of the spring. The spring pull at any point 
is then found by drav/ing a perpendicular from the point on 
W^W^ , and measuring the length included between W^W^ and 
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the line of spring pull; thus with the ball at W, 20 inches 
from the center, the spring pull is WS, which is 255.6 pounds. 

In other words, horizontal distances from 5„ as 5, H^, 
S^W, S,W^ , represent the spring extension. 

Now to consider the centrifugal force. It is desirable to 
have the engine run at a constant speed, and the centrifugal 
force will be considered on that basis. There must be some 
radius at which the spring pull and the centrifugal force at 
that speed will balance. For example, it was found that with 



the engine running at IJO revolutions, the spring pull and the 
centrifugal force balance with the ball at W, 20 inches out 
from the center. Now, with a constant speed, the centrifugal 
force varies directly as the radius, as shown by formula (1). 
With the ball at the center of the wheel — with the radius 
zero — the centrifugal force is zero. Therefore the lines of 
spring pull and centrifugal force at constant speed coincide at 
20 inches from ff„ and W.C, is the line of centrifugal force, 
found by drawing a straight line from tf, through C. The 
centrifugal force at any other radius is found by drawing the 
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perpendicular from the end of the radius to the line of centrif- 
ugal force. Thus at W^ the centrifugal force is W^C^ , equal 
to 304.9 pounds, and with the ball at W^ the centrifugal force 
is 202.5 pounds, measured by W^S^. 

Now this diagram shows very clearly that if the speed be 
maintained constant, the centrifugal force and the spring pull 
will not be equal at different radii. They are equal at W 
only; beyond that point the spring pull is greater, and below 
it the centrifugal force is the larger. This shows that the 
governor is possessed of a considerable amount of stability; 
that is, it is but little liable to derangement by outside forces, 
such as the drag of the valve. Suppose, for example, that 
the engine is running at 150 revolutions. Then the ball 
balances at W, and if the speed be maintained constant, a 
force equal to 5,C, must be applied to move the ball out to 
W^ and balance it there. For, if the ball is at W^, the cen- 
trifugal force urging it outward at 150 revolutions is IV^C^*^ 
and the spring pull drawing it inwards is W^S^. The differ- 
ence between these two is C^S^ , equal to 

415.6 — 304.9 = 1 10.7 pounds, 

which is the force necessary to send the ball out to IV^ and 
hold it there. Of course, if a lesser force were applied, it 
would move the ball somewhat, but it would not force it out 
a^ll the way. 

The action of this type of governor, with a very strong^ 
spring, may be summed up as follows: It does not give very 
close regulation, the example chosen showing a variation of 
from 175 to 113 revolutions, but the stability, or resistance to 
external forces, is very great. This stability increases as the 
spring strength increases, which shows clearly on the diagram, 
the line ss being the spring pull for the stronger spring. This 
is because the point at which the spring pull is zero is at a 
greater distance from W^ , and the line of spring pull, passing^ 
through 5, makes a greater angle with the line of centrifugal 
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force. Hence the distance between the two lines is greater 
at any given point; and as this distance measures the force 
required to displace the ball, the stability is greater. 

Next, consider this form of governor having in a spring 
of such strength that when there is no spring extension the 
ball will be at the center of the spider. That is, with the ball 
out anywhere on the rod the spring extension is equal to the 
radius at which the ball revolves. The effect of this spring 
can be best understood by reference to Fig. 90, which Is the 



Barr diagram for this case. Take the same numerical exam- 
ple as before, a 20-pound ball running at 150 revolutions at a 
radius of 20 inches. The centrifugal force is 255,6 pounds as 
■determined before, and the spring strength must be 

255.6-^20= 12.78 pounds 

to bring the weight to the center of the spider when the 
spring is collapsed, or has no tension on it. This figure is 
drawn on the same scale as the preceding one, and the line of 
centrifugal force at constant speed is the same as before; but 
the line of spring pull is decidedly different. At W the 
spring pull is equal to the centrifugal force. At W^ it is 
zero. Therefore the straight line joining these two points. 
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which represents the spring pull, coincides with the line of 
centrifugal force. 

What does this show ? It shows that the governor regu- 
lates very closely, for the spring pull is equal to the centrif- 
ugal force at all positions. With the ball out at W^ the 
speed would be 150 revolutions, and with the ball at W^ the 
speed would be the same. But in obtaining this closeness of 
regulation the stability has been sacrificed. The distance 
between the lines of spring pull and centrifugal force measures 
the resistance to deranging forces; and, as this distance is 
zero at all points, the slightest force would move the ball 
over its entire length of travel. The slightest increase of 
speed would send the ball out to its extreme outer position, 
and the slightest decrease would bring it in to the center of 
the wheel. A governor having this property is said to be 
isochronous. 

Fig. 91 shows the Barr diagram for the remaining case of 
the elementary governor, that in which the spring is too weak 
for isochronous action. The same figures are used as before 
— weight of ball, 20 pounds, revolutions 150, spring pull and 
centrifugal force balancing at a 20-inch radius. Assume the 
spring strength as 8 pounds. Then, the centrifugal force with 
W at 20 inches being 255.6 pounds, the spring extension 
must be 

255.6 -4- 8 = 31.95 inches. 
That is, the spring extension is 

31.95 — 20= 11.95 inches 

greater than the radius at which the ball revolves. This 
locates the point S^ over at the left of W^ , as shown in the 
figure. Joining S^ and 5, which is located the same as in the 
previous cases, gives the line of spring pull. Joining W^ and 
w? gives the line of centrifugal force at constant speed. This 
case is the reverse of the first one, shown in Fig. 89. Beyond 
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W the centrifugal force is greater than the spring pull, and 
below W the spring pull is the greater of the two, thus show- 
ing that this form of governor is decidedly unstable. Sup- 
pose, for example, that this engine is running at its normal 
speed of 150 revolutions with the ball at W, Then suppose 
a part of the load to be suddenly thrown off. As a natural 
consequence the engine will speed up, and the increased cen- 
trifugal force will throw the ball out ; and as the centrifugal 
force increases faster than the spring pull, the ball will go 
clear out to its extreme position, thereby making the cut-oflf 
much earlier than is necessary for the change in the load. 
This early cut-off of course results in a reduction of speed. 
If the outer limit is W^, where the spring extension is 

(31-95 + 4) = 35-95 inches, 

and the spring pull is 

35.95 X 80 = 284.60 pounds, 

the ball will balance there until the speed is reduced below 
the point where the centrifugal force equals 284.6 pounds, or, 
Itom formula (2), 



= ^87. V; 



^ ... . , 284.6 



20 X 35.95 



= 187.71^.3964 

= 187.7 X .629 

= 118.06 revolutions per minute. 

As soon as the speed is reduced below this point the ball 
begins to move inward ; and as the centrifugal force decreases 
faster than the spring pull, it will continue to move in until it 
reaches its inner limit. This will result in a later cut-off than 
is necessary to bring the engine back to speed, and the result 
is that the speed will grow greater than is necessary to hold 
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the ball at W^. If this inner position is, as before, at W^ , 
which is i6 inches from the center of the wheel, the spring 
extension at that point will be 

i6 + 11.95 = 27.95 inches, 

and the spring pull will be 

27.98 X 8 = 223.60. 

The revolutions required to produce this amount of centrif- 
ugal force with the ball out 16 inches are 



= i87.7y 



, 223.6 



20 X 16 



= 187,7 1^.69875 

= 187.7 X .836 

= 156.92. 

That is, the engine must speed up to about 157 revolutions 
before the ball will move out again. When it does start, it 
will go out to the outer end again, and it will keep on ** hunt- 
ing " or ** racing " up and down, the speed meanwhile varying 
from 118 to 157 revolutions, or 

^-^ ^ = 26 per cent. 

150 ^ 

The same argument holds true for any other deranging 
force, such as the weight of the valve pulling on the valve- 
rod, so that this form of governor is evidently very unstable. 

These three cases — stability, isochronism, and unstability 
— cover the ground completely. The first two qualities are 
greatly to be desired, but it will be seen at once from the 
preceding text that they cannot be obtained at the same 
time. Stability can be secured easily enough by using a 
strong spring, but this renders isochronism out of the ques- 
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tion. In the real governor, friction in the moving parts 
renders the governor stable, but at. the same time it destroys 
the desired isochronism. Good results have been secured by 
reducing the external forces acting on the governor to a 
minimum and then making the governor as nearly isochronous 
as possible. It was shown that a perfectly isochronous 
governor is a possibility when the spring pull and centrifugal 
force are considered to be the only forces acting on the 
weight. But when gravity is considered it will be found that 
the perfectly frictionless governor will race between its outer 
and inner limits under a steady load. This is due to the fact 
that when the ball is above the shaft, gravity tends to draw 
it in, and when the ball is below the shaft, gravity tends to 
draw it out, or away from the center. The average cut-off 
obtained by this action would be the one suited to the load, 
but would be alternately too early and too late. This could, 
of course, be obviated by making the friction of the governor 
enough to prevent the racing, but this is a poor plan, as the 
desired isochronism is thereby rendered impossible, because, 
when the ball moves outward to compensate for a reduction 
of the load or for a reduction of the steam-pressure, the 
centrifugal force must overcome the friction in addition to the 
spring pull. The best method of overcoming the gravity 
distortion is to balance the governor; that is, to employ two 
weights, or their equivalent, one on each side, the result 
being that the gravity efifects on the two will be opposed to 
each other'and will therefore be negligible. 

The same argument applies to the disturbing force of the 
valve; it could be compensated for by friction of the governor, 
but it is not desirable to so arrange it, on account of the 
destruction of isochronism. With an ordinary slide valve 
this pull would be very great, because the steam of a pressure 
equal to or but little less than the boiler-pressure bears 
directly upon the valve, forcing it against the seat, while the 
pressure underneath the valve acting upward against this is 
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only that of the exhaust steam which is expanded to a con- 
siderably lower pressure. This unbalanced downward pressure 
increases gnjatly the effort required to move the valve. 
When this difference of pressure is obviated or greatly 
reduced, the valve is said to be balanced. 

The simplest form of balanced valve is the piston- 



valve, shown in section in Fig. 92. The valve is cylindrical, 
the shape being similar to that which would be obtained by 
rotating a plain D valve about its valve-stem. Consequently 
the valve-seat must be cylindrical to fit the valve-seat. The 
valve may be arranged with double pistons, such as in Fig. 
92, or the pistons may be single, as in Fig. 93. By referring 
to either figure, it will be seen that the steam -pressure must 
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be equal on the two end faces of the valve; and as the valve 
is in contact with the seat throughout its entire length, there 
is no possibiliiy of any other pressure than friction getting at 
the vaive sidewise. The objections to this form of valve are 
leakage and wear. The piston cannot fit tight in its bore, 
because unequal expansion would cause the piston to bind in 
the bore when the latter is cold and the pistons hot. This 
necessary difference in size would result in leakage if not 
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guarded against. Spring rings are used to effect the steam- 
tight joint, and these rings cause friction and wear. Some- 
times no rings are used, but in that case great care must be 
taken to keep the temperature of the piston and the bore the 
same. This is done by steam-jackets, as shown in Fig. 93, 

Another system of balanced valves employs pressure- 
plates. Here a flat plate is used which is secured in the 
steam-chest, and which receives the unbalanced steam-press- 
ure, while the valve slide sunder the plate. It will be seen 
that the principle is practically the same as that of the pistor - 
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valve, with the difference that with the pressure-plates the 
valve can be made flat and steam-tight at the top and bottom 
only, where it touches the pressure -plate and seat. 

There are three classes of pressure-plates — fixed, adjust- 
able, and flexible. Fig. 94 shows one ol the fixed type. 
Here the plate is bolted to the bottom of the steam-chest, and 
the length of the plate is such that the valve never projects 



beyond it. The exposed ends of the valve, being of equal 
area, balance each other, and the pressure under the valve 
through the ports is balanced by recesses of equal area under 
the hood and over the valve. 

In some cases a spring ring or similar arrangement is fitted 
to the top of the valve in such a way as to make a continuous 
contact between the plate and the valve, thus preventing any 
steam from acting on the top of the valve. Fig. 95 shows 
such a valve, where the rings// are inserted in the top or 



142 SLIDE-VALVES. 

back of the valve and are pressed upward against the plate A 
by means of springs. The space between the plate and the 
back of the valve is open to the exhaust through the opening 
h, as shown. This balances nearly all the top of the valve, 
and the pressure on the remaining portion is sufficient to pre- 
vent leakage. 

An example of the second type is shown in Fig. 96. In 
this design the pressure- plate is supported on an inclined 
plane, the plate being made to slope at the same angle, as 
shown by the dotted line in the figure. By means of the 
adjustable handle E, the movable plate can be adjusted to 



Fig. 95. 

: any desired amount of pressure on the back of the 
valve. The valve also illustrates another type of double- 
ported valve. 

The third system, that of flexible pressure- plates, consists 
of a flexible plate of steel or other elastic metal, which is so 
arranged as to allow the pressure upon it to force it down 
upon the valve, but only with force enough to prevent leak- 
age between the valve and' the plate. An example of this 
type is shown in Fig. 97. 

By the use of such valves as these the friction is greatly 
reduced, and the pull on the governor becomes a minimum. 

Another disturbing element in the action of a governor is 
the inertia of the valve. This comes into play at each end of 
the valve travel, when it is necessary to reverse the direction 



saAFT-aOVERNORS— ANALYSIS. 



144 SLIDE- VAL VES. 

of motion of the valve, thus giving a sudden pull. One 
method of obviating or compensating this deranging force 
consists of employing a dash-pot. This consists of a piston 
fitting loosely in a cylinder containing oil. If the piston is 
moved slowly and steadily, the oil offers Uttle or no resistance 
to the motion, as it will readily slip past the circumference of 
the piston. But if the piston be moved suddenly, the oil 
will be unable to flow by quickly enough to permit the piston 
to move rapidly, and will therefore bank up and impede the 
progress of the piston. A piston-rod passes through a 
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stuffing-box on the dash-pot, and is attached to the governor- 
weight, the dash-pot itself being fastened to and revolving 
with the governor-wheel or spider. This dash-pot corrects 
the distortion due to the inertia of the valve, and in no way 
impairs the action of the governor. Another result is obtained 
by the employment of this contrivance. When the weight 
starts to change its position under the influence of a change 
of speed it starts with a velocity which, owing to its inertia, 
would carry it beyond the proper place were it not for the 
retarding influence of the dash-pot. The dash-pot then 
serves as a preventive of too sudden a motion in either direc- 
tion. 
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The last-mentioned deranging force or disturbing element 
— the inertia of the governor- weight — may be turned from a 
hindrance to a help, making it perform the functions of a 
dash-pot. This is explained as follows by Mr. E. J. Arm- 
strong, in a paper read before the American Society of 
Mechanical Engineers, and forming a part of Vol. XI. of the 
Transactions : When any governor is engaged in its task of 
controlling the engine, the weight travels at a variable rate 
of speed, resulting from its revolving in a circle of variable 
size. This change in velocity is often quite considerable, 
depending of course upon the amount of radial movement 
and the rotative speed. To take an example from the 
Straight-Line engine: a fly-weight is i6J inches from the 
center of the shaft when in, and 2oi inches when out, mak- 
ing, at 220 revolutions per minute, a difference of 194 feet 4 
inches per minute. Whenever the fly- weight takes a new 
position it must change its speed — must move either faster or 
slower, be accelerated or retarded — and must absorb or give 
out power somewhere. This resistance to a change in velocity 
acts at right angles to a radial line drawn through the center 
of gravity of the weight, and if the weight were pivoted so as 
to move radially, as in Fig. 98, the only result would be to 
increase the pressure on the pivot. If the fly-weight were so 
pivoted as to move at an angle to a radial line, as in Fig. 99, 
so that in its outward movement it goes toward the way the 
wheel rotates, then the outward movement of the fly-weight 
will be opposed, to some extent, by this resistance to accel- 
eration, depending on the angle which the line of movement 
forms to a radial line — or, to put it in another way — upon the 
length of the lever-arm ABy CA being the line of resistance, 
and B the fly-weight pivot. When the weight moves toward 
the shaft, the action is the same. It has to part with some 
of its momentum, and so hangs back, as in its outward move- 
ment, thus making, similarly to a dash-pot, a resistance to 
movement in both directions, which can only be overcome 
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Fig. 98 




Fig. 99 
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quickly by a great force, or by a small one moving slowly; 
this resistance increases with the velocity of the weight, which 
is all that is accomplished by the ordinary dash-pot. 

To return to the analysis of the governor proper. Fig. 
ICO represents a slight modification of the elementary type. 
The change consists in putting a stop, T, on the radial rod, 
for the purpose of • preventing the ball from traveling in to 
the center of the wheel. With the wheel at rest it is possible 




Fig. 100 



to maintain the ball in the position shown in the figure by 
either one of two methods: First, by the employment of a 
spring of any strength, but of such length that it will hold 
the ball in that position without any extension — that is, the 
governor will be of the stable type, such as explained before, 
and whose action is illustrated in Fig, 89; and, second, by 
shortening such a spring, and then extending it by the amount 
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that it is shortened, thus getting an inward pull on the ball. 
This pull is called the initial tension, because it is the tension 
existing in the spring while the wheel is at rest, or before any 
centrifugal force is developed to extend the spring. The 
amount of the initial tension of the spring may be expressed 
in two ways — the amount, in inches, that the spring is 
shortened, or the pull, in pounds, on the ball. Suppose for 
example that a lo-inch spring of 40 pounds strength will hold 
the ball at the stop without any extension. If, then, this 
spring is shortened to 7 inches and then stretched out to cover 
the 10, the pull required will be 

(10 — 7)40 =120 pounds, 

and if the end is fastened to the ball, it will exert that pull on 
it. The amount of the initial tension in pounds is therefore 
equal to the amount that the spring is extended when the 
wheel is at rest, and the ball against the stop, multiplied by 
the spring strength. If the initial tension is expressed by the 
inches that the spring is shortened, the spring strength must 
also be specified in order to render it exact. In the practical 
governors it is usual to supply some device, such as a screw- 
thread, by which the extension of the spring can be altered 
at will, and any desired amount of initial tension secured. 

If it is desired to produce an isochronous governor, it is 
very evident that the initial tension must be such that if the 
stop on the radial rod were removed, the ball would move 
inward to the center of the retaining wheel. 

If the initial tension is less than that required to bring the 
ball in to the center of the wheel with the stop removed, the 
result will be the same as if a strong spring were employed ; 
that is, the governor will be stable. 

If the initial tension is too great for isochronism — that is, 
if the ball would, on removal of the stop, go in beyond the 
center — the result obtained would be the saine as if a weak 
spring were employed, as discussed and shown in Fig. 91. 
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This initial tension produces a slight variation in the 
operation of the governor. It will be remembered that with 
the elementary isochronous governor the weight starts out as 
soon as the engine is started; but with initial tension the 
engine must continue to speed up until it is going so fast that 
the centrifugal force of the ball exceeds the initial tension. 
For example, if the initial tension is 120 pounds, and if the 
ball, weighing 20 pounds, is held by the top at the point 6 
inches from the center of the wheel, the engine will speed up 
until the centrifugal force is greater than 120 pounds; that.is, 
from from the rule on page 127, until the revolutions per 
minute are greater than 
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The previous argument being mastered, it is next in order 
to discuss the simple type of shaft-governor shown in Fig. 
loi. Here the weight C is secured to the lever AC, the latter 
being pivoted at A on an arm of the containing-wheel. The 
spring is fastened to the lever at B, and to the rim of the con- 
taining-wheel at D. Now, when the wheel revolves, a certain 
centrifugal force is induced which tends to throw the weight 
out, that is, to turn the lever about A, This is resisted by 
the spring as before, but with a decided modification. The 
spring pull and the centrifugal force are not directly opposed 
to each other, but act on the lever AC at different distances 
from A. The distance AB is the spring leverage, and the 
distance -^ C is the weight leverage. It is at once apparent 
that in order to secure a balance between the opposing forces 
at any given speed, it must be true that spring pull X spring 
leverage = centrifugal force X weight leverage. Or, putting 
this in symbols, 

Sx L^ CxL\ 
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where 5 is the spring pull ; 

L is the spring leverage; 
C is the centrifugal force; 
L! is the weight leverage. 

Another difference between this and the elementary type 
is occasioned by the fact that the spring and weight are not 
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directly opposed to each other; that is, the spring extension 
is not equal to the weight displacement. The spring exten- 
sion is directly proportional to its leverage, and is found by 
multiplying the displacement of the weight by the spring 
leverage, and dividing by the weight leverage. For example, 
suppose the weight leverage to be 8 inches, while the spring 
leverage is but 4 inches, and that the weight has moved out 
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6 inches from its inner position under the influence of centrif- 
ugal force. Then the spring extension is equal to 

6X4 . K 

— g— = 3 inches. 

That is, if the spring has half the leverage of the weight, 
it has half the extension, and so on. It must be borne in 
mind that this extension is from the inner position of the 
weight. If a stop is used and initial tension is supplied, the 
total spring extension is equal to that above found, and which 
may be called centrifugal extension, increased by the initial 
tension in inches. 

This form of governor possesses certain obvious advan- 
tages. When it is desired to secure a greater spring pull, it 
is not necessary to substitute a stronger spring. The same 
effect may be secured by fastening the spring at a greater dis- 
tance from A, thereby securing a greater spring leverage, and 
at the same time increasing any existing initial tension, or, if 
none exist, adding some. 

The practical governors have weights of various shapes, 
but the principle remains the same. The weight is supposed 
to be concentrated at its center of gravity, and the weight 
leverage is the distance from this center of gravity to the 
pivot, irrespective of the form of the connecting link. Of 
course the weight of the lever must be taken into considera- 
tion in finding the center of gravity. The radius at which the 
centrifugal force is found is the distance from the center of 
gravity to the center of the containing-wheel. 

The foregoing text leads to the following general rules^ 
which are applicable to all governors built on the above 
principle; and this type of governor is by far the most 
common. 
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TO INCREASE THE SPEED. 



It may be desirable to increase the speed at which the 
engine is to run. In that case, increase the spring tension, 
observing the following limitations: If the increase of spring 
tension is sufficient to produce isochronism, the governor will 
race as shown before. The increase must be kept below this 
limit, and as the governor is usually set near this limit, the 
above adjustment is applicable only to small changes of speed. 
For larger changes the governor-weight may be decreased. 
This will produce an increase of speed, because the centrifugal 
force will be reduced and it will require a greater number of 
revolutions per minute to develop sufficient force to move the 
weight across its extreme travel. Or the increase may be 
secured by moving the weight in toward the pivot about 
which it revolves. This lessens the weight leverage, and con- 
sequently a greater number of revolutions per minute are 
required to develop the same centrifugal force as before. An 
increase of the spring leverage will produce an increase of 
speed, because, the spring pull being thereby increased, a 
greater centrifugal force is required to stretch it, and this can 
only be secured by an increase in the number of revolutions 
per minute. 

TO DECREASE THE SPEED. 

The adjustments here are necessarily the opposite of those 
cited above. For small changes, reduce the initial tension. 
For larger changes, the weight may be increased; or the 
weight may be moved out from the pivot, increasing the 
weight leverage; or the spring leverage may be reduced. 

TO REDUCE THE VARIATION OF SPEED. 

That is, to produce isochronism. Increase the spring ten- 
sion or diminish the spring leverage. 

All of these changes are subject to one limitation — that 
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of performance. It is impossible to set a governor to produce 
exact results by theory alone. The adjustment must be 
made as nearly right as may be, and then the engine must be 
run. If the engine runs as calculated, all well and good. If 
not, the adjustment must be carried out on the lines indicated 
above until the engine runs smoothly and regulates closely. 



154 



SLIDE-VALVES. 



TABLE I. 

VALUES OF 0(y^ FIG. 20, FOR VARIOUS RATIOS OF CONNECTING-ROD TO CRANK« 
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TABLE II. 

DECIMAL EQUIVALENTS OF FRACTIONS OF AN INCH. 
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EFFECT OF CHANGING OUTSIDE AND INSIDE LAPS, TRAVEL AND ANGULAR 

ADVANCE. (THURSTON.) 
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AREAS OF CIRCLES. 
Advancing- by Eighths. 
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^ 



19 



20 



21 



22 



28 



24 






Area. 



207.39 
2xo.6o 

2x3.82 
217.08 
220.35 
223.65 
226.98 
230.33 

233-71 
237.10 

240.53 
243.98 
247.45 
250.95 

254 -47 
858.02 
261.59 
265.18 
268.80 

272.45 
276.12 

279.81 

283.53 
287 . 27 
29X.04 
294.83 
298.65 

302.49 
306.35 
310.24 
3x4.16 
318.10 
322.06 
326.05 
330.06 
334 10 
338.16 
342.25 
346.36 
350.50 
3^4.66 
358.84 
363 OS 
367 28 

371.54 
375 83 
380.13 

384.^ 
388.82 
393 20 

397'6i 
402.04 
406.49 
4x0.97 

415.48 
420.00 

424 56 
429.13 

433-74 
438.36 
443.01 

447.69 
452.39 
457." 
461.86 
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AREAS OF CIRCLES. 
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«5 



«6 



«7 



28 
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81 



82 



Area. 



466.64 

471 -44 
476.26 
481.11 

485.98 
490.87 

495. 7Q 
500.74 

505.71 
510.71 

515-72 
5*0.77 
525 84 

330-93 
536.05 

541-19 
546.35 
551-55 
556.76 
562.00 
567.27 
572.56 
577.87 
583-21 
588.57 
593-96 

599-37 
604.81 
610.27 

61575 
621.26 
626.80 
632.36 
637-94 

643-55 
649.18 

654-84 
660.52 
666.23 
671. q6 
677.71 
683.49 
689.30 

695-13 
700.98 
706.86 
712.76 
718.69 
724.64 
730.62 
736.62 
742.64 
748.69 

754.77 
760.87 

766.99 
773. X4 
779 31 
785. 5 » 
791.73 
797.98 
804.25 
810.54 
8t6.86 
823.21 
829.58 

835-97 
842.39 
848.83 
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40 



41 



Area. 



855.30 
86z . 79 
868.31 

87485 
881.41 
888.00 
894.62 
901.26 
907.93 
914.61 

921.32 
928.06 
934-82 
941.61 
948.42 
955.25 
962 . I I 
969.00 

975-91 
982.84 

989.80 

996.78 

003.8 

010.8 

017.9 

025.0 

032.1 

039.2 

046.3 

053 -5 
060.7 
068.0 

075-2 
082.5 

089.8 
097.1 

104. 5 
III. 8 
119. a 
126.7 

134 -I 

141. 6 
149. T 
156.6 
164.2 

171. 7 

179.3 
186.9 
194.6 
202.3 
210.0 
217.7 

2»5.4 
233.2 

241.0 

248.8 
256.6 

264.5 
272.4 
280.3 
288.2 
296.2 
304.2 
312.2 

320.3 
328.3 

336.4 
344-5 
352.7 
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42 



48 



44 



45 



46 



47 



48 



49 



50 



% 



Area. 



1360.8 
1369.0 
1377.2 
1385.4 
1393-7 
1402.0 

1410.3 
1418.6 
1427.0 

1435 4 
1443 8 
14^2.2 
1460.7 
1469 I 
1477.6 
1486.2 

1494.7 
1503.3 

1511.9 
1520.5 
1529.2 

1537.9 
1546.6 

»555.3 
1564.0 
1572.8 
1581.6 
1590.4 
1599.3 
1608.3 

1617.0 
1626.0 
1634.9 
1643.9 
1652.9 

1661.9 

1670.9 

1680.0 

1689 

1698 

1707 
1716 

1725 

1734 

1744 

1753 
1762 

1772 

1781.4 
1790.8 
1800. I 
1809.6 
1819.0 
1828 5 

1837 
1847 

1857 
1866 
1876 
1885.7 

1895.4 
1905.0 
1914.7 
1924.4 
1934.2 
1943-9 
1953-7 
1963.5 
1973-3 
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58 



Area. 



•5 
•7 
•9 
.3 

•5 



1983.2 

1993-1 
2003.0 
2012.9 
2022 . 8 
2032 8 

2042 . 8 
2052.8 

2062 . 9 
2073.0 
2083.1 
2093.2 
2103.3 
2113 
2123 

2133 
9144 

2154 _ 
2164.8 

2175-1 
2185.4 
3195-8 
2306.2 

33l6.6 

3337.0 
2237.5 
9248.0 
2258.5 
3269.1 
2279.6 
3390.2 
3300.8 

2311-5 
2322.1 
9332.8 

2343-5 

2354-3 
23^35.0 

2375-8 
2386.6 

2397.5 
2408.3 
2419.2 
3430. X 
3441.1 
2452.0 
3463.0 
2474.0 
2485.0 
3496.x 
2507.2 
2518.3 

2529-4 
2540.6 

2551.8 
2563.0 

2574.2 

2585 -4 

2596.7 
2608.0 
2619.4 
2630.7 
2642.1 
2653.5 
2664 . 9 
2676.4 
2687.8 
2699.3 
3710.9 
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AREAS OF CIRCLES. 



Diam. 



04 



95 



Area. 



6847.8 
6866.1 
6884.5 
6903.9 
6931.3 
6939.8 
6958.2 
6976.7 

7013.8 

T03«-4 
7051.0 
7069.6 
7088.3 



Diam. 



96 



Area. 



7106.9 
7135.6 

7144.3 
7x63.0 
7181.8 
7200.6 
7219.4 
7338.3 

7357- " 
7276.0 

7294-9 
73»3-8 

7333 8 
7351. 8 



Diam. 



97 



% 



98 



Area. 



7370-8 
7389-8 
7408.9 
7438.0 

7447.1 
7466.3 

7485 -3 
7504-5 
7523-7 
7543 -o 
7562.3 

7581.5 
7600.8 
7620.1 




Area. 



7^39-5 
7658.9 
7678:3 
7697.7 

7717- X 

7736-6^ 

7756- « 

7775-^ 

7795 -a 
7814.8 

7834-4 
7854-0 
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Admission 32 

Advance, Angle of 12 

Advancing Eccentric, Effect of 41 

Allen Valve 82 

Angle of Advance 85 

Inside Lap • 83 

Laying out False Seat 88 

Maximum Port-opening. 85 

Outside Lap 85 

Port Area • 84 

Port Width 84 

Valve-travel 85 

Analysis of Shaft-governors 124 

Angle of Advance 13* 14 

Determination of 56, 58, 59 

Effect of Changing' 41 

Angle between Crank and Eccentric. 13 

Angle of Follow 14 

Angular Advance. See Angle of Advance. 

Angularity of Connecting-rod 19 

Eccentric-rod 22 

Balanced Valves 139 

Barr Diagram 62 

Bridge i a 

Width of 51 

Buckeye Governor 123 

Center, Dead 6 

Placing Engine on • • . • • • 100 

Centrifugal Force 126 

Changing Angular Advance, Effect of. 41 

Dimensions of Valve, Effect of 41 

Inside Lap, Effect of. 42 

163 
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PAGE 

Changing Outside Lap, Effect of 41 

Valve-travel, Effect of 41 

Compression 8, 34 

and Exhaust, Equalization of 67 

Connecting-rod 17 

Angularity of 19 

Infinite () 

Construction of Eccentric 18 

Crank 17 

Crank Angle 10 

Crank and Connecting-rod 17 

Crank-end 11 

Crank-pin 6. 17 

Crank and Piston Positions, Relative 23 

Crank-shaft » 6, 17 

Crank, Throw of 8 

Cross-head 17 

Cushioning 8 

Cut-off 8, 32 

and Lead, Equalization of 65 

Dash-pot 144 

Dead-center 6 

Placing Engine on 100 

Decreasing Speed of Engine.. 152 

Variation 152 

Deprez Method for Relative Crank and Piston Positions 23 

Design of an Allen Valve 82 

a D-valve 68 

a Double-ported Valve 90 

a Trick-valve 82 

General Problems of 54 

Diagram, Barr 130 

Valve * 27 

Diameter of Exhaust-pipes 48 

Steam-pipes 48 

Dimensions of Exhaust-port 48 

Steam-port 47 

Valve, Effect of Changing . . 41 

Displacement of Valve 10, 14, 27 

Drag of Valve 138 

D-valve Design 68 

Angular Advance 69 

Bridge 74 

Exhaust-port.. 74 



INDEX. 165 

PAGE 

D-valve Design, Inside Lap 72 

Laying out Valve 76 

Maximum Port-opening 68 

Outside Lap 6*9 

Port Area » 68 

Port Width 68 

Valve-travel 74 

Double-ported Valve Design ..... 90 

Bridge ; 95 

Exhaust-port 95 

Laying out the Valve 97 

Maximum Port-opening , 94 

Port Area 94 

Port Width * 94 



Eccentric, Construction of 18 

Following Crank 14 

Leading Crank > • 14 

Eccentric-pin 7 

Eccentric-rod ■ • 7 

Angularity of • ... 22 

Length of 80 

Eccentric, Shifting "3. "8 

Swinging II3» IM 

Throw of 8 

Eccentricity 8 

Determination of 58, 60 

Effect of Changing Angle of Advance 41 

Dimensions of Valve 41 

Inside Lap. 42 

Outside Lap 41 

Valve-travel • 4i 

Effect of Inside Lap " 

Outside Lap ^2 

Equal Cut-off, Valve-setting for 104 

Lead. Valve-setting for 102 

Equalizing Cut-off and Lead 65 

Exhaust and Compression 67 

Exhaust-lap ^^ 

Exhaust-port • • • • 3 

Dimensions of • 48 

Maximum Opening 49 

Exhaust-pipes, Diameter of 48 

Expansion of Steam, Economy of 8 
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Governors, Shaft io8 

Analysis « • 124 

Buckeye 123 

Diagram 130 

Isochronous 133 

Stable 131 

Straight-Line 122 

Unstable... 134 

Weight, Inertia of 144 

Westinghouse 123 

Guides 17 

Head-end. • 11 

Increasing Speed of Engine •' 152 

Inertia of Governor-weight 144 

Valve 143 

Infinite Connecting-rod 6 

Initial Tension 14S 

Inside Lap 11 

with Infinite Rod ii 

Effect of Changing 42 

Isochronous Governor ••.. 133, 152 

Lap, Determination of 54, 58, 59 

Effect of 12 

Inside 1 1 

Outside 9 

Lead • 40 

Lead-angle • 4a 

Lead and Cut-off, Equalization of 65 

Determination of.. 54, 58 

Length of Eccentric-rod 8a 

Port 47 

Valve-chest 78 

Valve-stem • 79 

Maximum Port-opening .*. 49 

for Exhaust 49 

Outside Lap 9 

Effect of '12 

with Infinite Rod 10 

Pipes, Diameter of 48 
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Piston and Crank Positions 23 

Piston-rod 3 

Piston-speed 68, 84, 93 

Piston-valve 139 

Pitman 17 

Ports 2 

Area of 44, 68 

Length of 47, 48 

Width 47, 68 

Port-opening 27 

Exhaust 33 

Maximum 49 

Problems of Design 54 

Reducing Speed of Engine 152 

Variation 152 

Release 34 

Reversing Engine 14, 108 

Rockers 7 

and Bell Cranks 62 

Running *' Over " 15 

•'Under*' 16 

Setting Valves 98 

with Chest-cover on 106 

for Equal Cut-off 104 

Leads , 102 

Shaft-governors. See Governors. 

Shifting Eccentrics 113, 118 

Slide-valve, Design of a D 68 

No Laps 2 

Slotted Cross-head 6 

Speed, Decreasing 152 

Increasing 152 

Variation, Decreasing 152 

Spring Extension 125 

Strength 124 

Stable Governor 131 

Steam-chest 2, 78 

Steam-pipes • • 48 

Steam-ports 2 

Dimensions 47 

Maximum Opening 49 

Steam, Velocity of 44 

Straight- Line Governor 122 
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Stuffing-box 5 

Swinging Eccentrics ^ 113, 114 

Trick-valve. See Allen Valve. 

Throw of Crank and Eccentric • ..•••• S 

Unstable Governor 134 

Valve, Allen. See Allen Valve. 

Balanced 139 

D-. See D-valve. 

Double-ported. See Double-ported Valve. 

Trick-. See Allen Valve. 

Valve-chest, Length of, 78 

Valve-circle / 27 

Valve Design, General Problems 54 

Examples 68| 82, 90 

Valve-diagrams 27 

Valve-displacement 10, 14, 27 

Valve, Drag of 138 

Inertia of 143 

Piston- 139 

and Piston, Relation between 5 

Valve-rod 3 

Valve-seat •• 3 

Valve-setting 99 

with Chest-cover on 106 

for Equal Cut-offs 104 

Leads , • . 102 

Valve-stem, Length of 79 

Valve-travel ..., 8 

Determination of 56, 59 

Effect of Changing 41 

Variation of Speed, Reducing 152 

Velocity of Steam 44 

Wesiinghouse Governor .,... 51 

Wrist-pin... , 17 

Zeuner Diagram • • 27 



\ 



SHORT-TITLE CATALOGUE 

OF THB 

PUBLICATIONS 

OF 

JOHN WILEY & SONS, 

New York. 
London: CHAPMAN & HALL, Limited. 



ARRANGED UNDER SUBJECTS. 



Deficriptlve circulars sent on application. 

Books marked with an asterisk are sold at net prices only. 

All books are bound in cloth unless otherwise stated. 



AGRICULTURE. 

Cattle Fbbding— Dairy Practicb — Disbaseb of Animals — 

Qardbning, Etc. 

Armsby's Manual of Cattle Feeding 12mo, |1 75 

Downing's Fruit and Fruit Trees 8vo, 5 00 

Qrotenfelt's The Principles of Modern Dairy Practice. (Woll.) 

12mo, 2 00 

Kemp's Landscape Gardening 12mo, 2 50 

Loudon's Gardening for Ladies. (Downing.) 12mo, 1 50 

Maynard's Landscape Gardening 12mo, 1 50 

Steel's Treatise on the Diseases of the Dog 8vo, 3 50 

" Treatise on the Diseases of the Ox 8vo, 6 00 

Stockbridge's Rocks and Soils ... .8vo, 2 50 

WoU's Handbook for Farmers and Dairymen 12mo, 1 50 

ARCHITECTURE. 

BciLDiNG — Carpentry— Stairs— Ventilation— Law, Etc. 

Berg's Buildings and Structures of American Railroads 4to, 7 50 

Birkmire's American Theatres— Planning and Construction. 8vo, 3 00 

'* Architectural Iron and Steel 8yo, 3 50 

" Compound Riveted Girders 8vo, 2 00 

* Skeleton Construction in Buildings ; . . .8vo, 3 00 
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Bir]^mire'8 Planniiig and Const ruction of Higli Office Buildings. 

8vo. 

Carpenter's Heating and Ventilating of Buildings 8vo, 

Freitag's Architectural Engineering 8vo, 

Gerhard's Sanitary House Inspection 16mo, 

*' Theatre Fires and Panics 12ino, 

Hatfield's American House Carpenter 8vo, 

Holly's Carpenter and Joiner 18mo, 

Kidder's Architect and Builder's Pocket-book. . .16mo, morocco, 

Merrill's Stones for Building and Decoration 8vo, 

Monckton's Stair Building — Wood, Iron, and Stone 4to, 

Wait's Engineering and Architectural Jurisprudence 8vo, 

Sheep, 
Worcester's Small Hospitals — Establishment and Maintenance, 
including Atkinson's Suggestions for Hospital Archi- 
tecture 12mo, 

World's Columbian Exposition of 1893 Large 4to, 

ARMY, NAVY, Etc. 

. Military Enginbering— Ordnanca — Law, Etc. 

Bourne's Screw Propellers 4to, 

*Bruff*s Ordnance and Gunnery 8vo, 

Chase's Screw Propellers .8vo, 

Cooke's Naval Ordnance 8vo, 

Cronkhite's Gunnery for Non-com. Officers 82mo, morocco, 

* Davis's Treatise on Military Law 8vo, 

Sheep, 

* •• Elements of Law 8vo, 

De Brack's Cavalry Outpost Duties. (Carr.). . . .82mo, morocco, 

Dietz's Soldier's First Aid 16mo, morocco, 

♦Dredge's Modern French Artillery Large 4to, half morocco, 

" Record of the Transportation Exhibits Building, 
World's Columbian Exposition of 1893..4to, half morocco, 

Durand's Resistance and Propulsion of Ships 8vo, 

Dyer's Light Artillery 12mo, 

Hoff's Naval Tactics ' 8vo, 

* Ingalls's Ballistic Tables 8vo, 

*' Handbook of Problems in Direct Fire 8vo, 
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2 00 
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5 00 
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Mjihan's Permaneut Fortifications. (Mercur.).8vo, half morocco, $7 50 

Mercur's Attack of Fortified Places. 12mo, 2 00 

Elements of the Art of War ''. >'. 8vo, 4 00 

Metcalfe's Ordnance and Gunnery 12mo, ^ith Atlas, 5 00 

Murray's A Manual for Courts-Martial 16mo, morocco, 1 50 

'* Infantry Drill Regulations adapted to the Springfield 

Rifle, Caliber .45. , .82mo, paper, 10 

*iPhelps*8 Practical Marine Surveying 8vo, 2 50 

Powell's Army Oflicer's Examiner 12mo, 4 00 

Sharpe's^ Subsisting Armies 32mo, morocco, 1 50 

Very's Navies of the World 8vo, half morocco, 3 50 

Wheeler's Siege Operations 8vo, 2 00 

Winthrop's Abridgment of Military Law 12mo, 2 50 

Woodhull's Notes on Military Hygiene 16mo, . 1 50 

Young's Simple Elements of Navigation 16mo, morocco, 2 00 

first edition 100 

ASSAYING. 

Smelting — Orb Dressing — Alloys, Etc. 

Fletcher's Qunnt. Assaying with the Blowpipe..l6mo, morocco, 1 50 

Furman's Practical Assaying 8vo, 3 00 

Kunhardt's Ore Dressing 8vo, 1 50 

O'Driscoll's Treatment of Gold Ores 8vo, 2 00 

Ricl^eits and Miller's Notes on Assaying 8vo, 3 00 

Thurston's Alloys, Brasses, and Bronzes . .8vo, 2 50 

Wilson's Cyanide Processes 12mo, 1 50 

The Chlorination Process 12mo, 1 50 
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ASTRONOMY. 

Practical, Theoretical, and Descriptive. 

Craig's Azimuth 4to, 8 50 

Doolittle's Practical Astronomy 8vo, 4 00 

Gore's Elements of Geodesy 8vo, 2 50 

Hay ford's Text-book of Geodetic Astronomy 8vo. 3 00 

* Michie and Harlow's Practical Astronomy 8vo, 8 00 

* White's Theoretical and Descriptive Astronomy 12mo, 2 00 
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BOTANY. 

Gardening fob Ladies, Etc. 

Baldwin's Orchids of New England Small 8vo, |1 60 

Loudon's Gardening for Ladies. (Downing.) 12mo, 1 60 

Thome's Structural Botany 16mo, 2 26 

Westermaier's General Botany. (Schneider.) 8to, 2 00 

BRIDOES, R00P5, Etc. 

Cantilever — Draw— Highway — Suspension. 

(See also Enoineering, p. 7.) 

Boiler's Highway Bridges 8vo, 2 00 

* " The Thames River Bridge 4to, paper, ■ 6 00 

Burr's Stresses in Bridges. .\ • 8vo, 8 60 

Crehore's Mechanics of the Girder 8vo. 6 00 

Dredge's Thames Bridges 7 parts, per part, 1 26 

Du Bois's Stresses in Framed Structures Small 4to, 10 00 

Foster's Wooden Trestle Bridges 4to, 6 00 

Greene's Arches in Wood, etc 8to, 2 60 

Bridge Trusses 8vo, 2 60 

Roof Trusses 8vo, 1 25 

Howe's Treatise on Arches 8vo, 4 00 

Johnson's Modern Framed Structures Small 4to, 10 00 

Merriman & Jacoby's Text-book of Roofs aud Bridges. 

Part L. Stresses 8vo, 2 50 

Merriman & Jacoby's Text-book of Roofs and Bridges. 

Part IL, Graphic Statics 8vo, 2 50 

Merriman & Jficoby's Text-book of Roofs and Bridges. 

Part III., Bridge Design Svo, 2 50 

Merriman & Jacoby's Text-book of Roofs and Bridges. 

Part IV., Continuous, Draw, Cantilever, Suspension, and 

Arched Bridges Svo, 2 60 

* Morison's The Memphis Bridge Oblong 4to, 10 00 

Waddell's Iron Highway Bridges. .8vo, 4 00 

** De Pontibus (a Pocket-book for Bridge Engineers). 

16mo, morocco, 3 00 

Wood's Construction of Bridges and Roofs .• Svo, 2 00 

Wright's Designing of Draw Spans. Parts I. and II.. Svo, each 2 50 

" " " " *' Complete Svo, 8 50 
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Qualitative— Quantitative— Organic— -Inorganic, Etc. 

Adriance's Laboratory CalculatioDS 12mo, |1 25 

Allen's Tables for Iron Analysis 8vo, 8 00 

Austen's Notes for Chemical Students 12ino, 1 50 

Bolton's Student's Guide in Quantitative Analysis 8vo, 1 50 

Classen's Analysis by Electrolysis. (HerrickandBoltwood.).8vo, 8 00 

Crafts's Qualitative Analysis. (Schaeffer. ) 12mo, 1 50 

Drechsel's Chemical Reactions. (Merrill.) 12mo, 1 25 

Fresenius's Quantitative Chemical Analysis. (Allen.) 8vo, 6 00 

*' Qualitative " '* (Johnson.) 8vo, 8 00 

(Wells.) Trans. 

16th German Edition 8vo, 5 00 

Fuertes's Water and Public Health 12mo, 1 50 

Gill's Gas and Fuel Analysis , 12rao, 1 25 

Hammarsten's Physiological Chemistry. (Maudel.) 8vo, 4 00 

Helm's Principles of Mathematical Chemistry. (Morgan). 12mo, 1 50 

Kolbe's Inorganic Chemistry 12mo, 1 60 

Ladd's Quantitative Chemical Analysis 12mo, 1 00 

Laadauer's Spectrum Analysis. (Tingle. ) 8vo, 8 00 

LOb*s Electrolysis and Electrosynthesis of Organic Compounds. 

(Lorenz.) 12mo, 1 00 

Mandel's Bio-chemical Laboratory 12mo, 1 50 

Mason's Water-supply 8vo, 5 00 

" Examination of Water 12mo, 125 

Meyer's Organic Analysis. (Tingle.) (In (he press.) 

Miller's Chemical Physics 8vo, 2 00 

Mixter's Elementary Text-book of Chemistry 12mo, 1 50 

Morgan's The Theory of Solutions and its Results. ..... .12mo, 1 00 

*/ Elements of Physical Chemistry 12mo, 2 00 

Nichols's water-supply (Chemical and Sanitary) 8vo, 2 50 

O'Brine's Laboratory Guide to Chemical Analysis .8vo, 2 00 

Perkins's Qualitative Analysis 12mo, 1 00 

Pinner's Organic Cliemistry. (Austen.) 12mo, 1 50 

Poole's Calorific Power of Fuels 8vo, 3 00 

Ricketts and Russell's Notes on Inorganic Chemistry (Non- 
metallic) .Oblong 8vo, morocco, 75 

Ruddiman's Incompatibilities in Prescriptions 8vo, 2 00 
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Schimpf s Volumetric Analysis 12mo, $2 50 

Spencer's Sugar Manufacturer's Handbook 16mo, morocco, 2 00 

•* Handbook for Chemists of Beet Sugar Houses. 

16mo, morocco, 3 00 

Stockbridge's Rocks and Soils 8vo, 2 50 

Tillman's Descriptive General Chemistry. {In the press.) 

Van Deventer's Physical Chemistry for Beginners. (Boltwood.) 

12mo, 1 50 

Wells's Inorganic Qualitative Analysis 12mo, 1 50 

" Laboratory Guide in Qualitative Chemical Analysis. 

8vo, 1 50 

Whipple's Microscopy of Drinking-water i 8vo, 3 50 

Wiechmann's Chemical Lecture Notes 12mo, 3 00 

" Sugar Analysis Small 8vo, 2 50 

WuUing's Inorganic Phar. and Med. Chemistry. . . , 12mo, 2 00 

DRAWING. 

Elementaky— Geometrical— Mechanical— Topographical. 

Hill's Shades and Shadows and Perspective 8vo, 2 GO 

MacCord's Descriptive Geometry 8vo, 3 OO 

Kinematics 8vo, 5 00 

Mechanical Drawing 8vo, 4 OO 

Mahan's Industrial Drawing. (Thompson.) 2 vols., 8vo, 3 50 

Reed's Topographical Drawing. (H. A.) 4to, 5 00 

Reid's A Course in Mechanical Drawing 8vo. 2 00 

•' Mechanical Drawing and Elementary Machine Design. 

8vo. {In the press.) 

Smith's Topographical Drawing. (Macmillan.) ,. .Svo, 2 50 

Warren's Descriptive Geometry 2 vols., Svo, 3 50 

Drafting Instruments 12mo, 1 25 

Free-hand Drawing: 12mo, 1 00 

Linear Perspective 12mo, 1 00 

Machine Construction 2 vols., 8vo, 7 50 

Plane Problems 12mo, 1 25 

Primary Geometry 12mo, 75 

" Problems and Theorems 8vo, 2 50 

*• Projection Drawing , 12mo, 1 50 
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Warren's Shades and Shadows 8vo, $3 00 

' • Stereotomy— Stone-cutting. 8vo, 2 50 

Whelpley's Letter Engraving 12mo, 2 00 

ELECTRICITY AND MAGNETISM. 

Illumination— Batteries — Physics — Railways. 

Anthony and Brackett's Text-book of Physics. (Magie.) Small 

8vo, 3 00 

Anthony's Theory of Electrical Measurements 12mo, 1 00 

Barker's Deep-sea Soundings 8vo, 2 00 

Benjamin's Voltaic Cell 8vo, 3 00 

Hifetory of Electricity 8vo, 3 00 

Classen's Analysis by Electrolysis. (Herrick and Boltwood.) 8vo, 3 00 

Cosmic Law of Thermal Repulsion 12mo, 75 

Crehore and Squier's Experiments with a New Polarizing Photo- 

Chronograph 8vo, 3 00 

Dawson's Electric Railways and Tramways. Small, 4to, half 

morocco, 12 50 

* Dredge's Electric Illuminations 2 vols., 4to, half morocco, 25 00 

Vol.11 4to, 7 50 

Gilbert's De magnete. (Mottelay.) 8vo, 2 50 

Holmau's Precision of Measurements 8vo, 2 00 

'* Telescope-mirror-scale Method Large 8vo, 75 

Lob's Electrolysis and Electrosyn thesis of Organic Compounds. 

(Lorenz. ) • 12mo, 1 00 

*Michie's "Wave Motion Relating to Sound and Light, 8vo, 4 00 

Morgan's The Theory of Solutions and its Results 12mo, 1 00 

Niaudet's Electric Batteries. (Fishback.) ,.. .12mo, 2 50 

Pratt and Alden's Street-railway Road-beds. 8vo, 2 00 

Reagan's Steam and Electric Locomotives 12mo, 2 00 

Thurston's Stationary Steam Engines for Electric Lighting Pur- 
poses 8vo, 2 50 

*Tillman's Heat 8vo, 1 50 

7 



ENGINEERING. 

Civil — Mechanical—Sanitary, Etc. 

{See cUao Bridges, p. 4 ; Hydraulics, p. 9 ; Materials of En- 
gineering, p. 10 ; Mechanics and Machinery, p. 12 ; Steam 
Engines and Boilers, p. 14.) 

■ 

Baker's Masonry Constructiou 8vo, 

'* Surveying Instruments 12mo, 

Black's U. S. Public Works Obloug 4to, 

Brooks's Street-railway Location 16mo, morocco, 

Butts's Civil Engineers' Field Book 16mo, morocco, 

Byrne's Highway Construction , . . .8vo, 

'* Inspection of Materials and Workmanship 16mo, 

Carpenter's Experimental Engineering 8vo, 

Church's Mechanics of Engineering — Solids and Fluids 8vo, 

'* Kotes and Examples in Mechanics 8vo, 

Crandall's Earthwork Tables , 8vo, 

• ' The Transition Curve 16mo, morocco, 

* Dredge's Penn. Railroad Construction, etc. Large 4to, 

half morocco, 

* Drinker's Tunnelling 4to, half morocco, 

Eissler's Explosives — Nitroglycerine and Dynamite 8vo, 

Folwell's Sewerage 8vo, 

Fowler's Coffer-dam Process for Piers 8vo. 

Gerhard's Sanitary House Inspection 12mo, 

Godwin's Railroad Engineer's Field-book 16mo, morocco. 

Gore's Elements of Geodesy 8vo, 

Howard's Transition Curve Field-book 16mo, morocco, 

Howe's Retaining Walls (New Edition.) 12mo, 

Hudson's Excavation Tables. Vol. II 8vo, 

Hutton's Mechanical Engineering of Power Plants 8vo, 

Johnson's Materials of Construction Large 8vo, 

Stadia Reduction Diagram . . Sheet, 22^ X 28^ inches. 

Theory and Practice of Surveying Small 8vo, 

Kent's Mechanical Engineer's Pocket-book 16mo, morocco, 

Kiersted's Sewage Disposal 12mo, 

Mahan's Civil Engineering. (Wood.) .8vo, 

Merriman and Brook's Handbook for Surveyors 16mo, mor., 

Merriman's Geodetic Surveying 8vo, 

Retaining Walls and Masonry Dams 8vo, 

Sanitary Engineering 8vo, 

Nagle's Manual for Railroad Engineers 16mo, morocco, 

Ogden's Sewer Design 12mo, 

Patton's Civil Engineering 8vo, half morocco, 
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Palton's Foundations 8vo, 

Pratt and Alden's Street-railway Road>beds 8vo, 

Bockweirs Koads and Pavements in France 12mo, 

8earles'8 Field Engineering .16ino, morocco, 

" Railroad Spiral 16mo, morocco, 

Siebert and Biggin's Modem Stone Cuttiing and Masonry. . .8to, 

Smart's Engineering Laboratory Practice 12mo, 

Smith's Wire Manufacture and Uses. . . : Small 4to, 

Spalding's Roads and Pavements 12mo, 

** Hydraulic Cement 12mo, 

Taylor's Prismoidal Formulas and Earthwork .8vo, 

Thurston's Materials of Construction 8vo, 

* Trautwine's Civil Engineer's Pocket-book. . . .16mo, morocco, 

* *' Cross-section Sheet, 

* ** Excavations and Embankments 8vo, 

* ** Laying Out Curves 12mo, morocco, 

Waddell's De Pontibus (A Pocket-book for Bridge Engineers). 

16mo, morocco. 

Wait's Engineering and Architectural Jurisprudence 8vo, 

Sheep, 

'* Law of Field Operation in Engineering, etc 8vo. 

Warren's Stereotomy — Stone-cutting 8vo, 

* Webb's Engineering Instruments 16mo, morocco, 

NewEdition 

Wegmann's Construction of Masonry Dams 4to, 

Wellington's Location of Railways Small 8vo, 

Wheeler's Civil Engineering 8vo, 

Wolff's Windmill as a Prime Mover 8vo, 



HYDRAULICS. 

WaTEK- WHEELS — WiNDMILLS — SERVICE PiPE — DRAINAGE, EtC. 

(8es also Enginebhino, p. 7. ) 

Bazin's Experiments upon the Contraction of the Liquid Vein. 

(Trautwine.) 8vo, 2 00 

Bovey's Treatise on Hydraulics 8vo, 4 00 

Coffin's Gi-aphical Solution of Hydraulic Problems 12mo, 2 50 

Ferrel's Treatise on the Winds, Cyclones, and Tornadoes. . .8vo, 4 00 

Fuertes's Water and Public Health 12mo, 1 50 

Oanguillet & Kutter's Flow of Water. (Bering & Trautwine.) 

8vo, 4 00 

Hazen's Filtration of Public Water Supply 8vo, 2 00 

Herschel's 115 Experiments. 8vo, 2 00 
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Kiersted's Sewage Disposal 12mo, $1 26 

Mason's Water Supply 8vo, 5 00 

" Examination of Water 12mo, 1 25 

Merriman's Treatise on Hydraulics 8vo, 4 00 

Nichols's Water Stipply (Chemical and Sanitary) 8vo, 2 50 

Wegmann's Water Supply of the City of New York 4to, 10 00 

Weisbach's Hydraulics. (Du Bois.) Svo, 5 00 

Whipple's Microscopy of Drinking Water Svo, 3 50 

Wilson's Irrigation Engineering Svo, 4 00 

** Hydraulic and Placer Mining 12mo, 2 00 

Wolff's Windmill as a Prime Mover Svo, 3 00 

Wood's Theory of Turbines Svo, 2 50 

MANUFACTURES. 

Boilers— Explosives— Iron — Steel —Sugar — Woollens, Etc. 

Allen's Tables for Iron Analysis Svo, 3 00 

Beaumont's Woollen and Worsted Manufacture 12mo, 1 50 

Bolland's Encyclopaedia of Founding Terms 12mo. 3 00 

The Iron Founder 12mo, 2 50 

" •' '* " Supplement 12mo, 2 50 

Bouvier's Handbook on Oil Painting 12mo, 2 00 

Eissler's Explosives, Nitroglycerine and Dynamite Svo, 4 00 

Podi's Boiler Making for Boiler Makers ISmo, 1 00 

Metcalfe's Cost of Manufactures Svo, 5 00 

Melcalf 's Steel— A Manual for Steel Users 12mo, 2 00 

* Reisig's Guide to Piece Dyeing Svo, 25 00 

Spencer's Sugar Manufacturer's Handbook . . . .16mo, morocco, 2 00 
•* Handbook for Chemists of Beet Sugar Houses. 

16mo, morocco, 3 00 

Thurston's Manual of Steam Boilers ; Svo, 5 00 

Walke's Lectures on Explosives Svo, 4 03 

West's American Foundry Practice 12mo, 2 50 

*' Moulder's Text-book 12mo, 2 50 

Wiechmann's Sugar Analysis Small Svo, 2 lO 

Woodbury's Fire Protection of Mills Svo, 2 50 

MATERIALS OF ENGINEERING. 

Strength — Elasticity — Resistance, Etc. 
{See also Engineering, p. 7.) 

Baker's Masonry Construction Svo, 5 00 

Beardslee and Kent's Strength of Wrought Iron Svo, 1 50 

Bovey's Strength of Materials Svo, 7 50 

Burr's Elasilcity and Resistance of Materials Svo, 5 00 

Byrne's Highway Construction Svo, 5 00 
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Church's Mechanics of Engineering— Solids and Fluids 8vo, |6 00 

Du Bois's Stresses in Framed Structures Small 4to, 10 00 

Johnson's Materials of Construction 8vo, 6 00 

Lanza's Applied Mechanics 8vo, 7 50 

Martens's Materials. (Henning. ) 8vo. ^n the press.) 

Merrill's Stones for Building and Decoration 8vo, 5 00 

Merriman's Mechanics of Materials 8vo, 4 00 

Strength of Materials 12mo, 1 00 

Patton's Treatise on Foundations. 8vo, 5 00 

Rockwell's Roads and Pavements in France. 12mo, 1 25 

Spalding's Roads and Pavements 12mo, 2 00 

Thurston's Materials of Construction 8vo, 5 00 

" Materials of Engineering 3 vols., 8vo, 8 00 

Vol. L, Non -metallic 8vo, 2 00 

Vol. II., Iron and Steel 8vo, 3 50 

Vol. III., Alloys, Brasses, and Bronzes 8vo, 2 50 

Wood's Resistance of Materials 8vo, 2 00 

MATHEMATICS. 

Calculus— Geometry— Trigonometry, Etc. 

Baker's Elliptic Functions 8vo, 1 60 

Ballard's Pyramid Problem 8vo, 1 50 

Barnard's Pyramid Problem .8vo, 1 50 

*Bass's Differential Calculus 12mo, 4 00 

Briggs's Plane Analytical Geometry. ; 12mo, 1 00 

Chapman's Theory of Equations 12mo, 1 50 

Compton's Logarithmic Computations 12mo, 1 50 

Davis's Introduction to the Logic of Algebra 8vo, 1 50 

Halsted's Elements of Geometry *..8vo, 1 75 

** Synthetic Geometry 8vo, 150 

Johnson's Curve Tracing 12mo, 1 00 

'* Differential Equations — Ordinarj*^ and Partial. 

Small 8vo, 3 50 

" Integral Calculus 12mo, 1 50 

Unabridged. Small 8 vo. 

{In thepi^ess.) 

" Least Squares 12mo, 1 50 

*Ludlow's Logarithmic and Other Tables. (Bass.) 8vo, 2 00 

♦ ' ' Trigonometry with Tables. (Bass. ) 8vo, 3 00 

*Maban'8 Descriptive Geometry (Stone Cutting) 8vo, 1 50 

Merriman and Woodward's Higher Mathematics 8vo, 5 00 

Merriman's Method of Least Squares 8vo, 2 00 

Parker's Quadrature of the Circle , 8vo, 2 50 

Rice and Johnson's Differential and Integral Calculus, 

2 vols, in 1, small 8vo, 2 50 
11 
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Ric<s and Johnson's Differential Calculus Small Svo, $8 00 

" Abridgment of Differential Calculus. 

Small 8vo, 1 50 

Totten's Metrology .^. ; 8vo, 2 50 

Warren's Descriptive Geometry 2 vols., 8vo, 8 50 

'* Drafting Insti-uments 12mo, 1 25 

" Free-Land Di-awing ; 12mo, 1 00 

** Higher Linear Perspective 8vo, 8 50 

Linear Perspective 12mo, 1 00 

Primary Geometry 12mo, 75 

Plane Problems 12mo, 1 25 

" Problems and Theorems 8vo, 2 50 

" Projection Drawing 12mo, 1 50 

Wood's Co-ordinate Geometry 8vo, 2 00 

" Trigonometry 12mo, 1 00 

Woolf's Descriptive Geometry Large 8vo, 8 00 

MECHANICS-MACHINERY. 

Text-books and Practical Works. 

{See also Engineering, p. 7.) 

Baldwin's Steam Heating for Buildings 12mo, 

Benjamin's Wrinkles and Recipes 12mo, 

Chordal's Letters to Mechanics 12mo, 

Church's Mechanics of Engineering 8vo, 

" Notes and Examples iu Mechanics 8vo, 

Crehore's Mechanics of the Girder 8vo, 

Cromwell's Belts and Pulleys 12mo, 

Toothed Gearing 12mo, 

Compton's First Lessons in Metal Working 12mo, 

Compton and De Groodt's Speed Lathe 12mo, 

Dana's Elementary Mechanics 12mo, 

Dingey's Machinery Pattern Making 12mo, 

Dredge's Trans. Exhibits Building, World Exposition. 

Large 4to, half morocco, 

Du Bois's Mechanics. Vol. I., Kinematics 8vo, 

Vol. IL. Statics 8vo, 

Vol. III., Kinetics 8vo, 

Fitzgemld's Boston Machinist ... .18mo, 

Flather's Dynamometers 12mo, 

" Rope Driving 12mo, 

Hall's Car Lubrication 12mo, 

Holly's Saw Filing 18mo, 

Johnson's Theoretical Mechanics. An Elementary Treatise 
(In the press,) 

Jones's Machine Design. Part I. , Kinematics. 8vo, 1 60 
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Jones's Machine Design. Part II., Strength and Proportion of 

Machine Parts 8vo, |3 00 

Lanza's Applied Mechanics 8vo, 7 50 

MacGord's Kinematics 8vo, 5 00 

Merriman's Mechanics of Materials Svo, 4 00 

Metcalfe's Cost of Manufactures Svo, 5 00 

*Michie's Analytical Mechanics 8vo, 4 00 

Richards's Compressed Air .12mo, 1 50 

Robinson's Principles of Mechanism 8vo, 3 00 

Smith's Press-workmg of Metals 8vo, H 00 

Thurston's Friction and Lost Work 8vo, 3 00 

" The Animal as a Machhie 12mo, 1 00 

Warren's Machine Construction 2 vols., 8vo, 7 50 

Weisbach's Hydraulics and Hydraulic Motors. (Du Bois.)..8vo,. 5 00 
'* Mechanics of Engineering. Vol. III., Part I., 

Sec. L (Klein.) 8vo, 5 00 

Weisbach's Mechanics of Engineering. Vol. III., Part I., 

Sec. IL (Klein.) 8vo, 5 00 

Weisbach's Steam Engines. (Du Bois.) 8yo, 5 00 

Wood's Analytical Mechanics 8yo, 3 00 

Elementary Mechanics 12mo, 1 25 

Supplement' and Key 12mo. 1 25 



tt 

it (< II 



METALLURGY. 

Iron—Gold— Silver — Alloys, Etc. 

Allen's Tables for Iron Analysis : 8vo, 3 00 

Egleston'c Gold and Mercury ,. . . .Large 8vo, 7 50 

'• Metallurgy of Silver Large 8vo, 7 50 

* Kerl's Metallurgy — Copper and Iron 8vo, 15 00 

* " '* Steel, Fuel, etc 8vo, 15 00 

Kunbardt's Ore Dressing in Europe 8vo, 1 50 

Metcalf 's Steel— A Manual for Steel Users 12mo, 2 00 

O'Driscoll's Treatment of Gold Ores 8vo, 2 00 

Thureton's Iron and Steel 8vo, 3 50 

" Alloys 8vo, 2 50 

Wilson's Cyanide Processes 12mo, 1 60 

MINERALOGY AND MINING. 

Mine Accidents — Ventilation— Orb Dressing, Etc. 

Barriuger's Minerals of Commercial Value. . ..Oblong morocco, 2 50 

Beard's Ventilation of Mines 12mo, 2 50 

Boyd's Resources of South Western Virginia 8vo, 3 00 

Map of South Western Virginia Pocket-book form, 2 00 
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Brush aud Penfleld's Determinative Mineralogy. New Ed. 8vo, 

Chester's Catalogue of Minerals 8vo, 

Paper, 

** Dictionary of the Names of Minerals 8vo, 

Dana's American Localities of Minerals Large 8vo, 

Descriptive Mineralogy. (E. S.) Large half morocco, 

Mineralogy and Petrography. (J. D. ) 12mo, 

Minerals and How to Study Them. (E. S.). 12mo, 

Text-book of Mineralogy. (E. S.)... New Edition. 8vo, 

* Drinker's Tunnelling, Explosives, Compounds, and Rock Drills. 

4to, half morocco, 

Egleston's Catalogue of Minerals and Synonyms 8vo, 

Eissler's Explosives — Nitroglycerine and Dynamite 8vo, 

Hussak's Rock forming Minerals. (Smith.) Small 8vo, 

Ihlseng's Manual of Mining 8vo, 

Kunhardt's Ore Dressing in Europe 8vo, 

O'Driscoll's Treatment of Gold Ores 8vo, 

* Penfleld's Record of Mineral Tests Paper, 8vo, 

Rosenbusch's Microscopical Physiography of Minerals and 

Rocks. (Iddiugs.) 8vo, 

Sawyer's Accidents in Mines Large 8vo, 

Stockbridge's Rocks and Soils 8vo, 

Walke's Lectures on Explosives 8vo, 

Williams's Lithology ; 8vo, 

Wilson's Mine Ventilation 12mo, 

" Hydraulic and Placer Mining 12mo, 

STEAM AND ELECTRICAL ENGINES, BOILERS, Etc. 

Stationaky — Marine— Locomotive — Gas Engines, Etc. 

{See also Engineering, p. 7.) 

Baldwin's Steam Heating for Buildings 12mo, 2 50 

Clerk's Gas Engine Small 8vo, 4 00 

Ford's Boiler Making for Boiler Makers 18mo, 1 00 

Hemen way 's Indicator Practice 12mo, 2 00 

Hoadley's Warm-blast Furnace 8vo, 1 50 

Kneass's Practice and Theory of the Injector 8vo, 1 50 

MacCord's Slide Valve 8vo, 2 00 

Meyer's Modern Locomotive Construction 4to, 10 00 

Peabody and Miller's Steam-boilers 8vo, 4 00 

Peabody's Tables of Saturated Steam 8vo, 1 00 

Thermodynamics of the Steam Engine 8vo, 5 00 

Valve Gears for the Steam Engine 8vo, 2 50 

Pray's Twenty Years with the Indicator Large 8vo, 2 50 

Pupin and Osterberg's Thermodynamics • 12mo. 1 25 
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Reagan's Steam and Electric Locomotives 12mo, |2 00 

ROntgen's Thermodynamics. (Du Bois. ) 8vo, 5 00 

Sinclair's Locomotive Running. .....' 12mo, 2 00 

Snow's Steam-boiler Practice 8vo. {In the press.) 

Thurston's Boiler Explosions 12mo, 1 50 

Engine and Boiler Trials 8vo, 5 00 

Manual of the Steam Engine. Part I., Structure 

and Theoiy 8vo, 6 00 

Manual of the Steam Engine. Part tl., Design, 

Construction, and Operation. 8vo, 

2 parts, 

Thurston's Philosophy of the Steam Engine 12mo, 

Reflection on the Motive Power of Heat. (Carnot.) 

12mo, 

Stationary Steam Engines 8vo, 

Steam-boiler Construction and Operation 8vo, 

Spangler's Valve Gears 8vo, 

"Weisbajjh's Steam Engine. (Du Bois.) 8vo, 

Whitham's Constructive Steam Engineering 8vo, 

" Steam-engine Design 8vo, 

"Wilson's Steam Boilers. (Flather.) , 12mo, 

Wood's Thermodynamics, Heat Motors, etc. 8vo, 

TABLES, WEIGHTS, AND MEASURES. 

For Actuaries, Chemists, Engineers, Mechanics— Metric 

Tables, Etc. 

Adriance's Laboratory Calculations 12mo, 1 25 

Allen's Tables for Iron Analysis 8vo, 3 00 

Bixby's Graphical Computing Tables Sheet, 25 

Compton's Logarithn.s 12mo, 1 50 

Crandall's Railway and Earthwork Tables. 8vo, 1 50 

Egleston's Weights and Measures 18mo, 75 

Fisher's Table of Cubic Yards Cardboard, 25 

Hudson's Excavation Tables. Vol. II 8vo, 1 00 

Johnson's Stadia and Earthwork Tables , 8vo, 1 25 

Ludlow's Logarithmic and Other Tables. (Bass.^ 12mo, 2 00 

Totteu's Metrology 8vo, 2 50 

VENTILATION. 

Steam Heating — House Inspection — Mine Ventilation. 

Baldwin's Steam Heating 12mo, 2 50 

Beard's Ventilation of Mines 12mo, 2 50 

Carpenter's Heating and Ventilating of Buildings 8vo, 3 00 

Gerhard's Sanitary House Inspection 12mo, 1 00 

Reid's Ventilation of American Dwellings 12mo, 1 5C 

Wilson's Mine Ventilation 12mo, 1 25 

15 



MISCELLANEOUS PUBLICATIONS. 

Alcott's Qems, Sentiment, Language Qilt edges, |5 00 

Bailey's The New Tale of a Tub... 8vo, 75 

Ballard's Solution of the Pyramid Problem 8vo, 1 50 

Barnard's The Metrological System of the Great Pyramid. .Syo, 1 50 

Davis's Elements of Law Syo, 3 00 

Emmon's Geological Guide-book of the Rocky Mountains. .8yo, 1 50 

Ferrel's Treatise on the Winds 8vo, 4 00 

Haines's Addresses Delivered before the Am. Ry. Assn. ..12mo. 2 50 

Mott's The Fallacy of the Present Theory of Sound. .Sq. 16mo, 1 00 

Perkins's Cornell University Oblong 4to, 1 50 

Ricketts's History of Rensselaer Polytechnic Institute 8vo, 8 OO 

Rotherham's The New Testament Critically Emphasized. 

12mo, 1 50 
" The Emphasized New Test. A new translation. 

Large 8vo, 2 00 

Totten*s An Important Question in Metrology 8vo, 2 50 

Whitehouse's Lake Mceris Paper, • 25 

* Wiley's Yosemite, Alaska, and Teilowstone 4to, 3 OO 

HEBREW AND CHALDEE TEXT-BOOKS. 

For Schools and Theological Seminaries. 

Gesenius's Hebrew and Chaldee Lexicon to Old Testament. 

(Tregelles.) Small 4to, half morocco, 5 00 

Green's Elementary Hebrew Grammar 12mo, 1 25 

Grammar of the Hebrew Language (New Edition ).8vo, 3 00 

Hebrew Chrestomathy 8vo, 2 00 

Letteris's Hebrew Bible (Massoretic Notes in English). 

8vo, arabesque, 2 25 

MEDICAL. 

Bull's Maternal Management in Health and Disease 12mo. 1 00 

Hammarsten's Physiological Chemistry. (Maudel.) 8vo, 4 00 

Mott's Composition, Digestibility, and Nutritive Value of Food. 

Large mounted chart, 1 25 

Ruddiman's Incompatibilities in Prescriptious 8vo, 2 00 

Steel's Treatise on the Diseases of the Ox 8vo, 6 00 

•• Treatise on the Diseases of the Dog 8vo, 3 50 

Woodhull's Military Hygiene 16mo, 1 50 

Worcester's Small Hospitals — Establishment and Mainteuance, 
including Atkinson's Suggestions for Hospital Archi- 
tecture 12mo, 1 25 
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